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513 LIGHT SEA GREEN 


these new 


colors 


let you fit the color to the function 


of industrial, institutional and commercial interiors... 


563 MARBLE TAN 724 
BUFF HAUTEVILLE 


561 FAWN 


511 SEA GREEN 


A 


124 MAPLE 


157 IVY 
138 IVY RANGE 


Should you rely on your own personal 
opinion in selecting colors for interiors—or 
on scientific methods? 


Authorities say you should rely on scientific 
methods when you select color for indus- 
trial, institutional and commercial interiors. 


For that reason, a new line of functionally 
correct Suntile colors has been scientifically 
developed as an aid to the design and purpose 
of building interiors. 


With these new Suntile colors you can help 
industry increase production, reduce acci- 
dents, aid lighting and build employee 
morale and efficiency. 

In schools and hospitals you can protect eye- 
sight by color aid to lighting, increase stu- 
dent and patient morale and create an atmos- 


COLOR BALANCED 


auntile 


-A real clay tile 
vei 


144 MAPLE RANGE 


Vs nage 734 
BRIGHT PEARL GRAY GRAY HAUTEVILLE 


233 LIGHT PEARL GRAY 
231 PEARL GRAY 


752 
MOTTLED DRESDEN BLUE 


154 LARKSPUR O 
121 LARKSPUR RANGE 


phere favorable to study and convalescence. 
In commercial units you can attract cus- 
tomers, aid merchandising and sales, and 
stimulate employee enthusiasm. 


These new functional colors give you added 
reasons for selecting Color-Balanced Suntile 
for walls and floors—beyond the advantages 
that real clay Suntile gives you in creating 
interiors that withstand heavy use, are easy 
to clean and maintain, and remain attrac- 
tive for the life of the building. 


NEW COLOR BOOKLET 


Write Dept. AF-4 for our new color story, 
“Suntile Functional Color Recommenda- 
tions,” or see your local Authorized Suntile 
Dealer for detailed information. 


CINCINNATI 15, OHIO 


+ 


Faber Birren, nationally known color 
authority, has applied extensive re- 
search to the design and organization 
of the new Suntile color line. He says, 
“Where the special technical needs of 
industry, schools, hospitals and com- 
mercial buildings are concerned, color 
styling and selection must avoid any- 
thing speculative. Personal opinion 
must give way to scientific method.” 


THE CAMBRIDGE TILE MANUFACTURING CO. 


WEST COAST OFFICES: The Cambridge Tile Mfg. Co., 470 Alabama St., San Francisco 10, Cal.» The Cambridge Tile Mfg. Co., 941 N. Citrus Ave., Los Angeles 38, Cal. 


precision manufacturing 
makes possible 
kwikset's 

unconditional guarantee 


precision manufactured / ritze? 


kwikset sales and service company 
anaheim, california 


INATURALLY BEAUTIFUL 


Bruce Hardwood Floors match the trend to natural, inherently beautiful materials 


In today’s smart new homes there is a de- 
cided preference for materials that are natural 
in texture, natural in color, natural in design. 
So it’s not surprising to find Bruce Hardwood 
Floors one of the most popular ingredients in 
modern room decoration. 

Patterned by nature with distinctive grain 
and mellow coloring, these floors set the stage 
for any furniture, fabric, or wall treatment. 
Their handsome designs, as pictured here, 


Free color literature 


Bruce Strip Floor (top right)—An ever-popular 
favorite in Red Oak, White Oak or Beech. 
Prefinished or finished on the job. 

Bruce Block Floor (above) — Fresh, modem 
beauty in prefinished oak or beech. (Also 
available in mixed hardwood.) Can be in- 
stalled over concrete or wood. 

Bruce Ranch Plank Floor (right)—Random oak 
strips with inlaid walnut pegs and beautiful 
new “Decorator Finish.” 


Git) 


BRUCE 
Ldu 
Floors 
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are in harmony with all architectural styles. 

Because they are factory-finished, Bruce 
Hardwood Floors save time and money on the 
job. There’s no waiting for floors to be sanded, 
no tie-ups while finishes dry. And owners get 
a penetrating seal finish that brings out all the 
natural beauty of the wood . . . outwears on- 
the-job finishes by 3 to 1. 

See our catalog in Sweet’s Files for com- 
plete information on Bruce Hardwood Floors. 


Three new folders, with color photographs, will help you select 
these naturally beautiful floors for your homes. For free copies, 
write E. L. BRUCE CO., BOX 397, MEMPHIS 1, TENN. 
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pees 


ABOVE is the Brookchester develop- 
ment at New Milford, N. J., where 2000 
Servels are being installed. Another 2000 
Servels are being installed in the modern 
garden apar..nents at Richfield Village, 
Clifton, N. J. 


LEFT: New Servel Gas Refrigerator in a 
typical kitchen of a 3-room apartment 
at Richfield Village and Brookchester. 


Servel’s lower upkeep 
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ost Important reason 


for 4000 unit order 


NEW JERSEY’S TWO LARGEST, MODERN 
PROJECTS TO USE SERVELS EXCLUSIVELY 


Vhen builder Joseph J. Brunetti ordered 2000 
ervels for each of his new Brookchester and Rich- 
eld Village developments, it was the largest single 
2frigerator order ever placed in New Jersey. 


Servel was chosen for many reasons. Its year-in, 
ear-out dependability . . . handsome design . . . 
umous silence—and particularly because of its re- 
iarkably low maintenance cost. This rock-bottom 
əst of upkeep has been proved time and time 
gain in multiple-housing projects all over the 
ountry. It is the result of Servel’s basically differ- 
it principle of operation . . . its motorless freezing 
ystem. Just a tiny gas flame does all the work. 
here are no moving parts to wear, grow noisy, 
‘quire replacement. That’s why only Servel stays 
lent, lasts longer . . . provides year after year of 
iatchless efficiency and worry-free service. 


For full details consult Sweet’s catalogue or write 
» Servel, Inc., Dept. C-13, Evansville 20, Ind. 


PORTRAIT OF P] 


Tinnerman Products, Inc., Cleveland, Oi 
Architects: Mc George-Hargett & Associa 
Builders: The Sam W. Emerson Co. 


The new home of Serko Nur fastener: 
is a combination of practical plannin; 
and architectural artistry, a design-for 
efficiency, the last word in modern pro 


duction and management facilities. Bu 
its keynote is an obvious preparedness t 
meet the challenges and opportunities pre 
sented by changing economic condition: 


tate ten erecta 
a 


T. new Tinnerman building i 
designed for flexibility. Most of its it 
terior space, for offices and factory e! 
closures, is subdivided by Mills Mos 
able Metal Walls. Pictured at the le 
is a typical executive office equippt 
with metal and glass partitions. 

Mills Movable Metal Walls are soli: 
attractive, insulated and soun 
proofed. Easily erected, they requi 
practically no maintenance and ci 
be moved—quickly, conveniently ai 
at very low cost—to fit any new layo! 
or change in space requirement! 
Changes can usually be made ove 
night or during a weekend, witho 
interrupting normal business routin 
This maximum mobility with mii 
mum labor is the result of the dei 
onstrably superior quality of Mi 
Movable Metal Walls, develop 
through more than 30 years of acce] 
ing complete responsibility for th 
design, construction and installatie 


Featured editorially in this issue Those who look to you for the answers to their space problems will never be 
is another new building using Mills the victims of “frozen space” —an obstacle to preparedness—if you equip 
Movable Metal Walls throughout its their buildings with Mills Movable Metal Walls. Write for Mills Catalog 
nineteen stories, the First National No. 51. We will be happy to give you further information upon request. 


ote > 
Building of Tulsa, Oklahoma. THE MILLS COMPANY • 977 WAYSIDE ROAD « CLEVELAND 10, OHIO j 


DOES IT AGAIN! 


IN-THE-WALL HEATING SYSTEM 


For Large and Small Housing Projects 
One Unit Heats a House or Apartment 


DISPLACES EXPENSIVE-TO-INSTALL DUCT 

SYSTEMS OR MULTIPLE INSTALLATIONS 

OF ORDINARY FLOOR, WALL, RADIANT, 
CIRCULATING HEATERS. 


Completely automatic gas heat—forced 

circulation — humidification — filtration. 

NO COSTLY DUCT WORK...NO 

HARD-TO-OBTAIN SHEET METAL. 

Finished to blend into any decorative 

scheme. Installed cost less than a refrig- 
' erator or television set. 


The new COROAIRE 90WM 
IN-THE-WALL Heating System 
... AGA approved . . . acclaimed pests ae: 
by authorities and experts as the | a pe] 
perfect answer to 314 to 7 room, ee : u Se] 

one floor, private, public, de- 
fense and military projects— 


V PS * 


homes or apartments. 


THE COROAIRE HEATER CORPORATION = ar 


Hi-Boy Furnaces ...Hot Boy Space Heaters 


Dept. PDM, 1422 Euclid Avenue, Cleveland 15, Ohio [== 


tha mannine:.af RBLIITI DING 7 


Take it from thea SUCCESS bull — 


“We Wanted The Finest 
...90 We Chose Kelvinator” 


Says Kevy K. Kaiserman, co-sponsor of the great new 
Rittenhouse Claridge and Rittenhouse Savoy 
projects in Philadelphia. 


“Of course, in every kitchen we wanted the finest refrigerator. We chose 
Kelvinator because we know Kelvinator refrigerators will delight our tenants 
with their features, beauty and performance. And through our own experience 
we know that Kelvinator means real dollar-saving dependability.” 


With these words, Kevy K. Kaiserman, co-sponsor of the new Rittenhouse 
Claridge and Rittenhouse Savoy Apartments in Philadelphia, sums up why 
he and so many other successful builders choose Kelvinator for their new 
projects. Investigate the economies you too can make by selecting Kelvinator. 
For full information, write to Dept. AF, Kelvinator, Division of Nash- 

Kevy K. Kaiserman Kelvinator Corporation, Detroit 32, Michigan. 
President of Claremont Corp. and Plaza Square Corp. 


708 Apartments — 708 Kelvinators! Soon to tower over autotronic controlled elevators. There will be a Kelvinator refriger- 
Philadelphia’s beautiful Rittenhouse Square, the new Rittenhouse ator for each of the Claridge’s 482 apartments, a Kelvinator for each 
Savoy (left) and Rittenhouse Claridge (right) will offer “new con- of the Savoy’s 226. Co-sponsors are Kevy K. Kaiserman and Matthew 
cepts in modern living.” Both projects will feature panoramic win- H. McCloskey. Architects are Samuel I. Oshiver, J. Raymond Knopf 
dows, year ‘round air conditioning, sound-proofed cork hallways, and J. Ethan Fieldstein. Builder, McCloskey & Co., Inc. 


di Ny Kelvinator featured exclusively, 
AN nation-wide, in the 
VESCE O o m i kae 
Wha cca eo 


Division Nasa-Ketvinatoa Corporation, Detroit 32, MICHIGAN 


REFRIGERATORS, RANGES, FREEZERS, WATER HEATERS, AIR DRIERS...Electric, of course! 
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UNEXPECTED BOOM IN BUILDING, fueled by a plethora of materials, sparked 


by an urge to beat restrictions, speeds the industry down an uncertain road, No 
one is at the steering wheel, but the bankers have a hand on the brakes 


Construction was booming more than anybody thought it had a right to. For rearming 
industry, new plants sprouted 106% faster than a year ago (no surprise). But commercial 
building was not yet hard hit by NPA restrictions (see p. 20). And housing—just when 
Federal planners hoped credit restrictions would start to bite—put on a Spring spurt. Even 
though FHA and VA applications continued to drop, builders started 100,000 housing 
units in March, the Bureau of Labor Statistics estimated. 

Was it a boom on borrowed time? Was housing like a rosy-cheeked consumptive: 
bleeding to death internally? To try to find out, THe Macazine or Buripinc took a close 
look at one typical spot, northern New Jersey, and a broader glance across the rest of the 
nation. What emerged made a confusing picture. But a few facts stood out in fuzzy focus: 
> The industry could be cutting its own throat in the rush to get homes built before materials, 


manpower and credit curbs make building 
harder: top Washington planners were 
thinking about tightening up controls fur- 
ther. Said HHFAdministrator Raymond 
Foley: “abandon the general housing pro- 
gram? We don’t foresee it, but that 
doesn’t say it might not happen.” 


> From $20,000 up houses were selling like 
hot dogs at a ball game, the very thing 
Regulation X aimed at preventing. Older, 
richer families could easily plunk down the 
money. “Last week,” said one New Jersey 
builder, “I sold three houses in the $16,- 
000-$17,000 bracket. All cash. I’m start- 


ing a lot more.” 


>In the lower brackets—$8,000-$12,000— 
for every builder who said credit curbs 
were hurting his sales, another said cash 
was plentiful among buyers. 


> Warehouses bulged with material stock- 
piles, except for a spotty gypsum shortage. 
Experts who predicted a pinch this Spring 
now were explaining that it might arrive 
during the Summer. Material prices dipped 
and held. The BLS index for building ma- 
terials stood at 227.7 for three weeks in 
March. It was 228.1 the month before. 


> Defense mobilizers, however, stuck to 
their story that a controlled materials plan 
will begin July 1 for steel, copper and 
aluminum. Yet almost at the same mo- 
ment, NPA postponed its ban on aluminum 
in storm windows and 200-o#d other items 
to May 1. Washington talk was that 
military brass had overstated their require- 
ments for the first half of the year. Build- 
ers shuddered at the prospect of controlled 
materials but most were game. “I have 
three kids. I have to build,” said Louis 
Levin of Newark, N. J. “It means black 
markets,” warned Alan D. Allen of Hills- 
dale, N. J. 


> Prudent developers were designing around 
critical metals, putting plumbing back to 


back, eliminating as much flashing as pos- 
sible, shifting from metal to wooden win- 
dow frames and cabinets, even switching 
from structural steel to wooden trussing. 
Some had cuter gimmicks. One operator 
bought an old 138 ton locomotive for $5,- 
200. He explained: “We were going to cut 
it up for scrap; but we’ve got it running 
now, so we'll wait. When steel gets too 
tight, PII drive it to a mill and trade it in 
on what I need.” 


What lay ahead? 

Largely conflicting opinions and great 
uncertainty. 

Some cities, like Hartford and Denver, 
Wichita and Aiken, S. C., scenes of furious 
military and defense expansion, would 
clearly have a housing boom all year. But 
in Detroit, leading builders thought the 
drop in the last half of the year would 
make HHFA’s 850,000 house goal look 
silly. They foresaw near collapse. 


Builder Alan Brockbank of Salt Lake 
City: “Right now, we can sell most any- 
thing we can build. But we’re jittery over 
materials later.” 

Builder Russell Benjamin, Ridgewood, 
N. J.: “I may build 60 houses this year, 
or 600.” 


A leading eastern office building archi- 
tect: “Between July 1 and 15 there will 
either have to be a great relaxation of con- 
trols or there will be a complete shutdown 
of building.” 

One thing seemed sure: the housing in- 
dustry, grown prosperous by national 
policy, was stuck with national policy (one 
banking lobbyist called it politics) for 
better or for worse. 


Good news from Korea already had 
brought a letdown. Could the Administra- 
tion keep the war pot boiling? That seemed 
to be the critical, unanswerable question. 


At least this side of Moscow. 


NEWS 


LAST MONTH’S WASHINGTON DIARY 


2/28 NPA eases nickel order (M-14) to per- 
mit non-essential use of existing inven- 
tories of nickel silver, nickel plating, 
high-content nickel alloys and stainless 
steel beyond March 1 cutoff date 

3/2 NPA limits volume of DO's that con- 
struction machinery manufacturers must 
accept to 50% average monthly output 
first half 1950 

3/3 Treasury settles feud with FRB over in- 
terest rates, both agree to exchange $19 
billion outstanding long-term bonds for 
new, non-transferable issue at 23⁄4 % 

3/6 Maj. Gen. Thomas F. Farrell appointed 
Deputy Defense Production Administrator 
for plant expansion; Rufe B. Newman 
named Director of Construction Controls 
Division, NPA 

3/7 NPA orders 20% cut (over first half 
1950) in use of steel by: manufacturers 
of furniture, household appliances 

3/9 HHFA and FRB relax Reg. X in atomic 
plant areas at Paducah, Ky., and Sa- 
vannah River, S.C. 

3/9 FRB requests financing institutions exer- 
cise voluntary curb on all lending to 
reduce inflationary pressures 

3/12 NPA designates RFC sole importer of 
tin for resale on quota 

3/12 NPA clarifies building ban (M-4), indi- 
cates exemption of several building 
types, including schools, libraries, 
churches, medical clinics, etc. 

3/14 House defeats motion to bring Defense 
Housing Bill to floor for debate 

3/15 Thomas B. McCabe resigns as Chairman, 
Board of Governors, Federal Reserve 
System, William McChesney Martin 
named fo post. 

3/20 HHFA holds first meeting of city build- 

s ing officials, members of its newly- 
formed advisory committee to prevent 
waste of materials in the defense 
emergency by amending building codes 

3/21 FRB exempts multi-family units from 
Reg. X if “substantially” committed be- 
fore 1/12/51, commercial building if 
committed before 2/15/51, both in 
cases of severe hardship 

3/21 FRB lifts Reg. X to permit financing for 
32 days after completion of one and 
two family houses under construction 
before 10/12/51, of multi-family 
units under way before 1/12/51, of 
commercial building begun prior to 
2/15/51 


CAMPAIGN AGAINST WASTE gets go- 


ing on the local level, gets a belated nod 
from DPA 


The first project Chairman Howard Coon- 
ley laid before the Defense Production 
Authority’s new Conservation Coordination 
Committee was implementing THE Maca- 
ZINE OF Burtpinc Round Table’s program 
for cutting waste in construction. 

In presenting the Round Table program, 
Coonley stressed its importance, not only 
for the savings it could make possible in 
America’s biggest industry, but also for the 
example the building industry can set the 
nation in conservation. 

The defense mobilizers had a brilliant 
ready-made blueprint for curbing waste. A 
joint committee of the AIA and NAHB had 
followed up the Round Table’s judgment 
that an all-out attack could cut waste of 
materials, labor and money by 20 to 40%, 
spelled out the recommendations in detail 

(Continued on page 13) 
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ACOUSTICAL MATERIALS 


Consider maintenance 
before you specify 


It’s wise to look ahead to the cleaning and repainting 
needs of an acoustical ceiling before selecting a mate- 
rial. These maintenance requirements can often 
make a difference in your selection. 

Maintenance is a more important consideration in 
some installations than in others. Hospitals and com- 
mercial kitchens, for example, will probably require 
more frequent maintenance than many other kinds of 
interiors where sanitation is not such a critical problem. 

Because of the composition of acoustical materials 
and the various ways their surfaces are finished, acous- 
tical ceilings vary in ease of cleaning and repainting. 
In addition to anticipating maintenance problems, it’s 
also helpful for those who buy and specify acoustical 
materials to know how they are cleaned and repainted. 


1. CLEANING 


Dust or loose dirt can usually be removed from the sur- 
face of a material by brushing or vacuum cleaning. A 
vacuum cleaner attachment designed for cleaning up- 
holstery or walls will do the better job. 

If more thorough cleaning is needed, wash the mate- 
rial with mild soapy water, using either a moist cloth or 
a dampened sponge. Remove the soap with a sponge 
slightly dampened in clean water. Here are some 
points that you'll want to remember about washing: 


Perforated wood fiber materials may or may not have 
washable surfaces. Non-washable materials can be 
eleaned with a good wallpaper cleaner. Armstrong’s 
Cushiontone, however, now has a new washable paint 
finish which was specially developed to make cleaning 
an easy job. Any marks or smudges that are not re- 
moved by washing can usually be cleaned off quickly 
with an ordinary artgum eraser. 


Fissured mineral wool materials, like Armstrong’s 
Travertone, should be washed with a minimum amount 
of water since moisture can have injurious effects on 
mineral wool. Care should be taken not to injure the 
fissured surface during cleaning. Use artgum for stub- 
born surface smudges on Travertone. 


Fissured cork tile, Armstrong’s Corkoustic, can be 
cleaned with a more liberal amount of water since cork 
has a natural resistance to moisture, but avoid scrub- 
bing and excessive use of water. 


Perforated metal pan materials, like Armstrong’s Ar- 
restone, are easy to wash because of the smooth 
enamel finish on the tile. It’s important, however, to be 
careful that water is not forced through the tiny holes 
in the metal surface—the sound-absorbing pad inside 
must be kept dry. Apply the soapsuds with a good 
grade paintbrush (4” bristles) rather than a sponge. 


METHODS OF CLEANING ACOUSTICAL MATERIALS 


Vacuum cleaning. The nozzle of the 
attachment should be drawn lightly 
across the surface of the acoustical 


tile in one direction. This pre- 
vents rubbing dust into the surface. 
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Wallpaper cleaner. A good quality 
wallpaper cleaner can be used for 
fiber tiles. The cleaner should be 
fresh, since old cleaner often gets 
“sticky” and does not do a good job. 


Dampened sponge. Materials with 
washable finishes, except metal 
Pans, can be washed with a sponge 
dampened with mild soapy water. 
Rinse with a dampened sponge. 


Suds cleaning. Suds made with mil 
soap flakes are applied with a goo 
4” paintbrush to the surface an 
bevels of metal pan units. Rins 
with damp sponge and clean wate 


2. REPAINTING 


When painting acoustical materials, care should be 
taken not to close up the perforations or fissures in the 
material. It is through these openings in the surface 
that sound waves enter the body of the acoustical mate- 
rial and are absorbed. 

A good grade of flat oil paint, suitable for interior fin- 
ishes, is recommended for general use in repainting all 
Armstrong’s Acoustical Materials. Cushiontone and 
Arrestone can be painted with enamels, if desired. 
Water paints should not be used since they have a 
tendency to warp acoustical materials. 

There are two methods of repainting acoustical ma- 
terials: spray painting and brush painting. Here are 
some helpful points about each. 


Spray painting 
Spraying is the more desirable method of paint applica- 
tion because it provides a smooth even coat, and there’s 


less chance of clogging the surface openings. To be 
sure of a good job, it’s wise to make use of the best spray 
equipment available. Thin the paint as much as neces- 
sary for proper spraying, using the solvent recom- 
mended by the paint manufacturer. 

First, remove loose dust from the material with a 
brush or vacuum cleaner. For Armstrong’s Cushion- 
tone, Travertone, and Corkoustic, apply the paint with 


ARRESTONE® 


alight spray. Direct it against the surface from all four 
directions in turn, using a rotary motion to get a uni- 
form coating on the inner sides of the perforations or 
fissures. For Armstrong’s Arrestone, direct the paint 
stream squarely against the surface of the material, 
moving the gun back and forth to get a uniform coating. 


Brush painting 
Careful workmanship is important in painting acous- 
tical materials with a brush. The brush should be 4” 


wide, with 43⁄4” fine bristles. 

Clean the material in the same way as for spray 
painting. If necessary, thin the paint to a consistency 
so that it won’t close the perforations or fissures. In 
general, paint should be thinner for use on Armstrong’s 
Travertone and Corkoustic than for Armstrong’s 
Cushiontone and Arrestone. 

Wet the brush thoroughly with paint. Wipe excess 
paint from the outside of the brush, then apply it to all 
four bevels of the unit first. Touch the surface of the 
material at several points to distribute the paint evenly 
and brush out this paint to a uniform coating. 


SEND FOR FREE BOOKLET, “How to Select an Acoustical 
Material,” which answers many other questions 
about sound conditioning. Write Armstrong 
Cork Company, 5404 Stevens St., Lancaster, Pa. 
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CUTS CONSTRUCTION COST $16,000 


HE unit cost of this three-story office building has been re- 
duced from $2.65 per square foot to $1.07 per square foot 
using welded sectional frames of steel studding. 


Representing an over-all saving of approximately $16,000, this 
building was erected in only 3 weeks, less than half the time 
otherwise required, and without the use of scaffolding. Its 
welded steel construction is fireproof, shrinkproof and free 
from warpage and provides greater ease for installing plumb- 
ing, wiring and insulation. 


The new WKM Valve Co. three-story office Second floor all-welded sectional panel 


building. The Matthews Con- held in place for tack welding. 
struction Co. and the Brown 
Construction Co., contractors. 
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HOW TO DESIGN 
FOR LOWER COST 


Latest structural design data is 
presented in the new 9th Edition 
Procedure Handbook of Arc 
Welding Design and Practice. 
Price only $2.00 postpaid in 
U.S.A.; $2.50 elsewhere. 


On-the-ground prefabrication of 10-foot 


panel sections in assembly jig for fast, 


downhand welding. 
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(see p. 103). The AIA and NAHB execu- 
tive committees endorsed them speedily. 

Now it was up to Government. The au- 
thoritative Kiplinger Service pointed up 
one method. The Kiplinger forecast: The 
U. S. will set up materials-saving standards 
of its own. Builders who exceed them will 
not be allocated materials. With control of 
metals, the Government thus will have a 
big stick. Effort also will be made to force 
factory assembly and savings like prefab 
plumbing. 

Government’s first duty was to impose 
waste cutting on itself. AIA directors fired 
an angry blast at Federal nondefense 
agencies for “building as usual” despite 
material shortages. The AIA singled out 
VA hospitals and the public buildings 
service. Federal “somnambulists,” it cried, 
were continuing to design luxuries like 
stainless steel walls in surgeries, solid brass 
hardware, copper flashing and downspouts. 

Across the country, too, the idea of taking 
rearmament cost out of waste, not living 
standards, gained supporters. In Salt Lake 
City, the Utah Home Builders Association 
and AIA decided to set up a joint committee 
to press for local action against waste. The 
Mormon town was in the throes of re-writ- 
ing its electric code. In Los Angeles, 
bustling Dave Slipher was named head of 
a local action committee. Biggest putsch 
of all was in Albuquerque, where builders 
felt they were on the verge of persuading 
the city to be the first in the country to 
adopt the new national plumbing code. 

Inevitably, there were dissents. Secre- 
tary-Manager H. R. Northup of the Na- 
tional Retail Lumber Dealers announced 
“we emphatically do not” endorse the AIA- 
NAHB views. 

He did not speak for all lumber dealers. 
President Deyo W. Johnson of William H. 
Deyo & Co., Ellenville, N. Y., declared the 
program worked “to the ultimate advan- 
tage of all home builders,” called it “prac- 
tical and concrete.” 

The most concrete demonstration was 
being blueprinted by the NAHB. Two 
homes would be built side by side, one un- 
der old-fashioned building codes of a yet- 
to-be picked city, the other under conserva- 
tion standards set by the Round Table. 
Builder Clarke Daniel was interested in 
erecting the yardstick houses in Washing- 
ton. He even hoped local officials would 
arrest him for violating local codes in the 
waste-saving house. This, project-pro- 
moters thought, would spotlight the need 
for action against building waste in a way 
even the Government could not ignore. 

The job ahead was large. It seemed to 
be off to a hopeful start. 


BUILDING MONEY: boost in bond rates 


means fewer mortgages at higher interest 


For the building industry, the increase in 
interest rates on long term Government 
bonds from 21% to 234% was loaded with 
dynamite. Full import of the Federal Re- 
serve-Treasury accord that fixed the rise 
was emerging by month’s end: 

Mortgages were going to be increasingly 
harder to place. Interest rates would go up 
—probably 14 to %%. That might be 
enough to force the Veterans Administra- 
tion to follow suit or find virtually no lend- 
ers for GI loans. Even the ocean of insur- 
ance company money seeking mortgage 
investment was rapidly drying up. Neither 
commercial nor savings banks would be in 
the mortgage market to any extent the rest 
of this year. Some economists thought the 
new policy would do more to cut building 
volume than either Regulation X or the not- 
so-shortage of materials. 

The definitive word on the shape of mort- 
gage things to come was given the Eastern 
Mortgage Conference of the MBA in New 
York by balding, meticulous Banker Wil- 
liam A. Clarke. He had spent two full days 
hopping between New York, Washington 
and his mortgage finance office in Philadel- 
phia to gather up the figures. They spoke 
for themselves: 


> $11 billion, or 30% of 1950’s new invest- 
ment money came from sale of government 
bonds. No wonder: with bonds supported 
by the FRB at 100 22/32 they were the 
same as cash because investors could unload 
without loss. 


> With the interest rise, FRB has let bonds 
slip just under par. Now investors lose if 
they sell before maturity. Result: Clarke 
thought about 75% of the outstanding 
212% bonds will be converted to the prof- 
fered non-marketable 234s, and held. 


> This “real attack on inflation” will have 
these results on the four main sources of 
mortgage money: 


Photos: Len Rosenberg 


MBA conference participants told Banker Wil- 
liam A. Clarke (second from left, above) they 
agreed mortgage interest rates must rise. Left 
to right, R. O. Deming Jr., ex-MBA president; 
FHA Commissioner Franklin D. Richards (who 
shied away from forecasts); Clarke; Dr. Claude 
Benner, president, Continental American Life. 
T. B. King, VA loan guaranty chief (left, below) 
and HHFAdministrator Ray Foley (right) kept 
their talks non-committal. 


Commercial Banks—Time deposits sank $250 
million in 1950 to $36 billion, while mortgage 
holdings rose $865 million to $12% billion. No 
rise in deposits is in sight so “commercial banks 
will not be large mortgage buyers.” 

Mutual Savings Systems—Sold $500 million in 
government bonds last year to finance a net rise 
in realty loans from $6.4 billion to $8 billion. This 
now ties up 40.1% of their $20 billion deposits 
in realty, which is enough. Deposits are not ris- 
ing; in fact, fell this February while mortgage 
holdings swelled. So savings banks will be “de- 
cidedly hesitant to commit for new mortgages.” 

Life Insurance Companies—Replaced low-yield 
government bonds with mortgages and other se- 
curities last year. Now, they will have to hang on 
to bonds (see above). About $6 billion in new 
money will be available for investment this year, 
but at least $4 billion is already committed to 
mortgages! 

Savings and Loan Associations—Have 98% of 
their $14 billion capital tied up in realty already. 
Payoffs and capital gains will produce $3 billion 
more this year for mortgage investment—the only 
slice of the market untouched by the new Treas- 
ury policy. 

b Interest rates must rise because: It costs 
banks at least 14% to collect and keep books 


on mortgage loans. (One banker said it 
(Continued on page 17) 
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PPRE Ree ress? 


what refrigerating machinery 
is best? 


They're putting the mechanical equipment 
on the roof nowadays. And for good reason. ‘The 
move saves space, centralizes equipment, makes 
basements rentable. 


The trend calls for compact lightweight air 
conditioning equipment like the new Carrier 
Absorption Machine. 


It’s smaller and weighs less per ton of capacity 
than any other refrigerating machine you can buy. 
Noise and vibration problems are out — because 
there are no major moving parts — just a small 
solution pump. 


This Carrier Absorption Machine operates 
at a minimum cost, too. It uses steam (often idle 
capacity or waste steam) to produce cooling. 
The steam rate is less than 20 pounds per hour 
per ton of refrigeration. It automatically adjusts 
itself to partial loads — down to 10% of capacity, 
with sustained efficiency. 


Send for our interesting folder describing new, 
lightweight 115 to 350 ton capacity refrigerating 
machines. Carrier Corporation, Syracuse 1, N. Y. 


Top right: Employers’ Insurance Building, Dallas. 
Top left: Self Memorial Hospital, Greenwood, S. C. 
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Industrial Heating 


Styton 
CERAMIC FLOOR 


Richards 


OF ENGLAND 


CLAY WALL 


Here is a new concept of Beauty, Endurance, and Econ- 
omy for the Architect, Builder, and Installer . . . for 
Stylon, and Richards of England, with their combined 
facilities, now bring you a truly modern line of Floor and 
Wall Tiles . . . dazzling with new true-tone colors, delicate 
tints and exquisite mottled effects . . . an array so brilliant 
and so distinguished that hundreds of new color and de- 
sign combinations are now possible. 


FOR 


BEAUTIFICATION 


THOSE WHO BUILD 


ARCHITECTS 
BUILDERS 
INSTALLERS 


Whether the job is big or small . . . whether you have a 
project on the board for new building or modernization 
work, yours will be a wise decision to recommend Stylon 
and Richards of England. You can assure your clients of 
Beauty they can see ... Economy they can measure... 
and Endurance they can gage. 


Stylon Corporation 
857 Commonwealth Avenue, Boston 15, Mass. 


Richards of England. 
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Gentlemen: Please rush me latest literature on Stylon and | 


+ GURTIS AIR CONDITIONING 
p with CONFIDENCE 


Water Cooled 
Condensing Units 


» Many years of outstanding performance records have given Curtis units —through 40 Tons 
an earned reputation for trouble-free operation. 


e There are 97 years of successful engineering and manufacturing 
experience ‘‘built in” all Curtis equipment. 


e Curtis packaged units are completely assembled, eliminating expensive 
on-the-job labor. 


e No expense has been spared in building Curtis units . . . yet they’re 
competitively priced. 
e Curtis units will handle any air conditioning or refrigeration requirement. 


e Anew 1951 Curtis Architects Manual will be sent upon request to 
licensed architects. Use your own letterhead, please. 


Evaporative condensers to 
match—cooling towers— 
and air handling units 


2, 4, 6, 8 Ton— Central Type— 
Packaged Types 10-15 Ton 


97 Years of Successful Manufacturing 


Curtis Refrigerating Machine Division 
of Curtis Manufacturing Company 
1914 Kienlen Avenue, St. Louvis 20, Missouri 
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Only ONE shower or tub accident 
may cost many times more than a 


rowers yee THERMOSTATIC WATER MIXER 


` HVC Thermo- ily 
static Water Safety tests prove it will outperform all other 
thermostatic or pressure actuated mixers 
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. Mixer For Con- 
-cealed Piping. 
| Dial Diam. 6”. How it works—Hot and cold water are piped to mixer where they are 
“Connections 2”. blended and thermostatically controlled at any temperature desired 

Teas between 60° to 115° F. (Note safety limit). 
For shower or tub bath, Powers mixer handle is turned to right 
until water flowing into tub reaches temperature desired. Then 
bather enters tub. For a shower, diverter 
spout knob is pulled up diverting water 
to shower head. When shower is com- 


“TYPICAL SHOWER & TUB COMBINATIONS 


with Diverter ~ pleted, handle of mixer is turned to OFF. 
“Spout: and Diverter spout flapper valve returns to 
| vFitting. ~~ “tub” position automatically. 
kg Only one moving part easily Safety Features that give better control: 
A EE E accessible from the front. Mini- (1) Powers mixers prevent delivery to 
Unsurpassed i} mum of maintenance, simple, shower or tub above 115°F., (2) Tem- 
for eau rugged construction. perature remains constant wherever set 
SIMPLICITY AF fs À regardless of pressure or temperature 
CONVENIENCE |. = changes in water supply lines, (3) Failure of cold water supply in- 
© COMFORT SA 8 stantly and completely shuts off delivery to shower or tub. 
-SAFETY ; f E Powers thermostatic water mixers are completely automatic, con- 
Saas Ba Leu venient, dependable and the safest temperature regulator made for 
Contact your ` i i 3 tub and shower combinations. 
edrest a | | 
powers -| THE POWERS REGULATOR CO. 
office for 2 oe Established 1891 e OFFICES IN OVER 50 CITIES e See Your Phone Book 
specification CHICAGO 14, ILL., 2720 Greenview Ave. è NEW YORK 17, N.Y., 231 E. 46th St. 
Pe E LOS ANGELES 5, CAL., 1808 West 8th St. e TORONTO, ONT., 195 Spadina Ave. 


MEXICO, D. F., Edificio "La Nacional” 601 (H2C) 
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...THE LEADER 


in National Factory Service 


Don't say Czuć in your plant 


... meet mobilization needs with Hauserman Movable Walls! 


Hauserman was the first Movable 
Steel Interior manufacturer to estab- 
lish a nation wide sales and service 
organization. This Hauserman national 
field force now has nearly 40 years 
of uninterrupted service experience 
in original installations, re-arrange- 
ments, and service work. You get life- 
time service from Hauserman, no 
matter how large or small the job, or 
where the installation may be. More 
Hauserman partitions are in use today 
than all other makes 
combined. And this 
leadership grows 
greater every year. 


® Your plant is an important link in the national defense program. 
Suddenly the demand may be for heavily-increased volume of your 


present products. Or you may be faced with completely new production 
requirements. In either case 


you can quickly shift floor plans, machine placements, departmental 
locations, production channels, and make other imperative 
changes, if you’re fortified with Hauserman Movable Steel Walls! 


Although these strong walls are of the permanent type, they can be 
moved easily and inexpensively at any time, without production delays 
or inconvenience to employees. There’s a suitable type for every plant 


operating need, including control of traffic, sounds, drafts and dust; 
isolating test rooms; and enclosing supervisory departments. 


Send coupon for 
Hauserman full-color 
descriptive booklet, 
and ask a Hauserman 
representative to call. 


Send the coupon below for The Inside Story of Building Economy. For 
a prompt personal call from your nearby Hauserman office or repre- 
sentative, consult your classified Telephone Directory. See “Partitions.” 


Organized for Service Nationally since 1913 


The E. F. Hauserman Co., 7104 Grant Ave., Cleveland 5, Ohio 


O Please send free copy of The Inside Story of Building Economy. 
O Please have Hauserman representative call, 


PARTITIONS èe WAINSCOT è RAILINGS èe COMPLETE ACCES! 


costs him 0.7% on VA loans.) Historically, 
-lenders insist that government insured mort- 
gages net them 1% more than government 
bonds, demand 2% more for conventional 
mortgages with their higher risk. So, risk 
considered, there will now be more profit 
in other investments, as follows: 
% Return to lenders after servicing 


What lenders 
Feb.8,°51 Mar.21,°51 may demand 


Long term 

govt. bonds. ...... 2.45* 2.80 2.80 
Triple A corporates.. 2.65 2.81} — 
VA mortgages ...... 3.5 35 3:15 
FHA mortgages ..... 3.19 3.75 3.80 
Conventional 

mortgages ........ 4.0 4.0 ?? 


* Adjusted to reflect over- or under-par market 
price. t Some higher. 

Across the nation, the first returns indi- 
cated Bill Clarke was exactly right. In De- 
troit, insurance firms joined banks and sav- 
ings and loan associations in declaring dis- 
interest in VA loans. In Utah, a bank held 
up approval of a $500,000 FHA Title II 
commitment for fear its New York corres- 
pondent wouldn’t be interested. Conserva- 
tive financiers were having an inning, at 
last. 


DEFENSE HOUSING BILL, trimmed to 


essentials, receives Senate blessing 


As cobwebs grew over Congress’ sense of 
urgency, the defense housing bill moved 
toward enactment slowly. First, a coali- 
tion of southern Democrats and Republi- 
cans in the House, fearful the Administra- 
tion version was so loosely drawn it put 
no brake on bureaucrats’ schemes, over- 
whelmingly rejected a motion to bring the 
measure to a vote. The Senate then did 
what many thought the Administration 
should have done in the first place: trim- 
med the bill down to essentials, passed it 
by a voice vote April 9. 

Builders viewed the result as a mixed 
blessing. The upper house version still 
would let Uncle Sam build homes where 
private enterprise could not. But the Senate 
proposed limits on Federal spending: 


For Government-built housing.. $50 million 
For Community facility aid.... $60 million 
To buy land around areas like 

H-bomb plants (to avert spec- 

MIROM acras a eesemecianss $10 million 
Loans to prefabricators........ $15 million 


To guarantee private builders first crack 
at defense housing, the Senate wrote a 
definite order of precedence: 1) Relax Reg- 
ulation X. 2) Invoke the new Title IX. 
3) After 60 days, HHFA public housing. 

Most controversial was an amendment to 
Title IX intended to prevent developers 
from borrowing more than projects cost, 


as happened under 608 in World War II. 


Loans would be held to 90% of actual 
physical improvement cost, excluding con- 
tractors’ profits, land cost, off-site utilities 
and rebates. At best this would be a nuis- 
ance. Some thought it would block private 
rental housing in defense areas. Few would 
tie up 15% of a projects cost for the 5 
years they would be required to rent it. 
To the industry’s discomfiture, the econ- 
omy ax also fell on FHA. Cutting the bill ’s 
total program from $3 billion to $114 bil- 
lion, the Senate restricted the aid to de- 
fense areas. That meant FHA soon would 
be out of Title II money entirely—probably 
in 60 days. What would builders do for 
normal financing? Plans were hastily 
drawn for separate legislation to fill the 
FHA kitty. Odds were that the toned-down 
bill would squeak through the House. For 
industry opponents of the omnibus measure 
were leaning to the theory that they would 
have to take it as it stood or nothing. 


NLRB RULING requires union shop vote in 
building trades. Significance: doubtful 


For 16 years, the National Labor Relations 
Board had avoided elections among build- 
ing trades workers: they shifted too quickly 
from job to job; besides, the burden would 
swamp the agency. Last month, the board 
reversed its course. It directed an election 
among 22 Baltimore firms to see if their 
employees want the AFL Plumbers & Steam 
Fitters Union to represent them. In Olean, 
N. Y., it ordered a union-shop poll among 
plumbers in five firms. The board’s reason- 
ing: since it was insisting that unions give 
up unfair practices defined by the Taft-Hart- 
ley Act, it was therefore unfair to deny 
unions opportunity to win certification. 
At first glance, the order seemed to prom- 
ise far-reaching consequences: a flood of 


NEWS 


demands for certification elections, perhaps 
breakdown of the National Joint Board for 
settling the jurisdictional disputes which 
always have plagued the industry. After a 
closer look, both industry and labor groups 
felt somewhat reassured. The board was 
careful not to be too specific about the na- 
ture of work to be performed. NLRB also 
swore its new policy need not undermine 
the Joint Board. Maybe the boat hadn’t 


been seriously rocked, after all. 


INVESTIGATION OF FHA may result 
from complaints of influence, favoritism 
and old-maidish administration 

Alarmed at the extent to which influence 

peddlers and political termites had bored 

into the RFC, investigation-minded senators 
began to think of turning their flit-guns 
on other Government lending and credit 
agencies. No formal proposals were being 
voiced yet. But some legislators had their 
eyes on FHA. Indiana’s Homer Capehart 
openly suggested it would be a good thing 
to see how the mortgage program was tick- 
ing. As ranking Republican member of the 

Senate Banking & Currency committee, 

which scrutinizes all federal lending and 

finance, he is in a spot to make his views 
count. 

Neither Capehart nor his colleagues* 
claim to know of major corruption in FHA. 
In fact, the agency has cracked down on 
gift-takers in the past, without outside prod- 
ding. So far, it has been popular enough 
on Capitol Hill to escape Congressional in- 
quiry. 


(Continued on page 20) 


* Sen. Burnet Maybank, committee chairman, re- 


called that rents on some 608 projects had been 
allowed to climb above levels FHA set. Economy- 
minded Sen. Harry Byrd wondered aloud whether 
FHA (and other Government lending agencies) 


were still necessary at all. 


STATE DEPARTMENT EXPORTS PREFAB HOMES as experiment in overseas housing 


The State Department began exporting a fresh 
slice of the American way of life this month. 


From New Orleans, this prefabricated house 
sailed for Monrovia, Liberia, tucked into 42 
crates aboard the SS Del Sol. It was the first of 
52 tropic-design homes going to diplomatic, con- 
sular and Voice of America people in Jidda, 
Saigon, Djakarta, Teheran, Karachi, Madras, 
and Rangoon. Crawford Corp. of Baton Rouge, 


La. sold the Government this 3-bedroom, 1,050 
sq. ft. model for $7,000 each, gets $10,800 for a 
nearly identical model at home. The department 
undertook the experiment to see if exporting 
U.S. homes will house its overseas corps cheaper 
than local construction. State officials weren’t 
stressing it, but with electric kitchens, attic 
fans, central heat, the homes could provide good 
propaganda for U.S. living. 


WHERE BETTER LIVING START! 


RANGES + REFRIGERATORS - DISHWASHERS - DISPOSALLS® -+ WATER HEATERS » AUTOMATIC WA 


ay’s busy homemakers welcome a relief from 
tedious, time-consuming kitchen and home laundry 
es which Hotpoint All-Electric Home Appliances 
> over and do automatically. Modern home- 
ers are grateful for the time and energy, thus 
served, which may be spent on the more pleasant 


more important modern responsibilities. 


lo matter what size or what type homes you build, 


ite Now for free literature on Hotpoint Home Appliances. Hotpoint will gladly give you helpful 
counsel in kitchen and home laundry planning for your particular project. 
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or where you build them, you can distinguish your 
homes as the symbol of Better Living, if your kitchen 
and home laundries are by Hotpoint. By traditional 
leadership and experience, no manufacturer is better 
qualified than Hotpoint to supply the full complement 
of major appliances for the modern all-electric home: 
Hotpoint leads in modern All-Electric Kitchens. 
and Home Laundries! 


But now there were squawks about: 


b Instances of gifts like television sets to 
field office workers from developers seeking 
special consideration. 


> Occasional favoritism—alleged—in han- 
dling job applications under the defunct 
608 program. 


> Occasional political influence, such as 
during Roosevelt’s administration when it 
was charged that a loan for a sumptuous 
Negro rental project outside Washington 
was approved only because of strong White 
House pressure. 


> The agency’s old-maidish approach to new 
building methods and design (see next pol- 
umn and Editorial p. 101). 


FHA’s most ardent opponents are odd 
bed-fellows. Ultra-conservative financiers 
dislike the fact that FHA ended the big 
down payments on mortgages they regard 
as good business. Left wing labor crusaders 
want FHA to force builders to pay prevail- 
ing union rates as a backdoor method of 
compelling unionization. (This requirement 
now applies only to multi-family jobs.) 
Labor would also like to write no-racial- 
discrimination into the law. | 


COMMERCIAL BUILDING moves apace 


under lenient interpretation of govern- 
ment ban 


Commercial builders and the NPA were 
having a blissful honeymoon. With M4 
licensing of commercial construction a 
month and a half old; reports from Boston 
to Los Angeles struck much the same note: 
unconcern. Said Detroit Contractor Harold 
Butler: 

“After all, we’re right back where we 
were ten years ago. Those of us who have 
been through it are not worried. I’m sure 
the system will work out fine.” 

The system, which was imposed after a 
month’s freeze on all commercial building, 
forbids new construction costing over 
$5,000 for amusement, recreation or enter- 
tainment. It requires specific approval for 
nearly all other types of commercial struc- 
tures costing over $5,000. 

Biggest reason for the love-and-kisses act 
was that NPA was rejecting only a tiny 
fraction of builders’ pleas for a go-ahead. 
Most of the turndowns (76 out of 669 re- 
quests received by all field offices between 
Feb. 15 and Mar. 1) involved filling sta- 
tions, mortuaries, garages. In Boston, a 
$1,700,000 addition to Filene’s department 
store and a $1,900,000 gym and swimming 
pool for Rhode Island State College won 
quick approval. In Dallas, NPA caught one 

(Continued on page 25) 
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DOES FHA DISCOURAGE BETTER HOUSING? 1 took at Los anger 


With the Federal Housing Administration coming under attack by many builders 
and architects who feel it has fallen behind the times in accepting modern design 
and construction economies (see Editorial, p. 101), THE MAGAZINE OF BUILDING this 
month takes a closeup look at FHA’s Los Angeles district office. It is one of 72 
virtually autonomous kingdoms in the FHA empire, because FHA adheres to a policy 


of not overruling its local chief architects. 


Controversy swirls around the graying head of Frederick S. Stott like confetti around a 
Broadway-paraded celebrity. As chief architect of the Federal Housing Administration’s 
Los Angeles district office, he has the authoritative local word over whether design of a 
house meets FHA standards and is thus eligible for FHA financing. Southern California 
has a climate ideal for semi-outdoor living. Many architects are trying to adapt housing 
to that environment with modern design. But Fred Stott, both his defenders and detractors 
agree, is a high-button-shoe ultra conservative with a perfectionist’s eye for detail. 
Complain architects who have had their temperament and lifeblood ideas trampled on: 
“It’s no secret that a 1925 model house can get a higher evaluation in Los Angeles than a 


modern house, no matter how practical it 
is. True, FHA okays commitments on con- 
temporary jobs, but with an evaluation too 
low to be of any use, or else with so many 
recommendations for changes the builder 
throws up his hands in despair.” 


Irate builders cry: “They judge a house’s 
value too much by intangibles, and the 
Graphic House, Inc. 


intangibles are all 
lopsided with moss- 
back thinking. And 
it takes months to 
get any action.” 
On the other hand, 
there are plenty of 
builders making a 
lucrative living in 
home - hungry Los 
Angeles who defend Fred Stott 
FHA. Says Hugh Gibbs, big Long Beach 
builder who has been dealing with FHA 
for seven years: “Architects collectively 
have failed to take FHA seriously. It de- 
pends on the approach of the architect; he 
must sit there and battle it out to get re- 
sults. Architects should examine them- 
selves on how they first approached FHA; 
they would probably do it differently if 
they had to do it over again.” Others say: 
“Those FHA guys are trying to do a job. 
They work hard and there’s no evidence 
of corruption beyond being able to get a 
point across through a drink or two. After 
which it is still likely to be turned down 
later.” Or: “Those guys in FHA are un- 
derpaid, and Stott’s only doing his duty 
protecting FHA, which after all has a 
stake as an insuring agency.” 


Sincerity in a turtle shell 


The impervious object of this verbal 
fury is a tall, spare and pallid civil ser- 
vant, who watches over the proceedings of 
his office through a pair of steel-rimmed 
glasses. He brought his conservatism with 


him from the Midwest where he was born 
61 years ago (St. Paul), and worked as a 
practicing architect (Omaha) until 1937 
when he became an examiner in the office 
he now heads. A year later, he became sen- 
ior architect of the Rental Housing Divi- 
sion of FHA’s Zone Five in San Francisco. 
He returned to FHA’s Los Angeles office in 
1941 as architectural examiner, has been 
chief architect since 1946. To an inquirer 
last month Stott deprecated the importance 
of his own construction and design ideas. 
“We have only one duty: to follow what 
Washington wants,” he explained. 

What Washington wants often takes too 
long to become clear to FHA in Los An- 
geles, exasperated builders assert. In 1949, 
when the cry arose in Congress for more 
low cost housing, L.A. builders tried to de- 
velop an economy house program. Stott, 
however, pointed to FHA’s Bible, the Mini- 
mum Property Requirements book. Months 
of meetings and exchanges of letters to the 
Capital ensued. Finally, Stott was over- 
ruled. Builders got the green light to omit 
a variety of items in garage floors, sub- 
floors and slab floors. It turned out, how- 
ever, that FHA decreased the evaluation by 
at least $500 when $300 worth of items 
were omitted, builders report. 

When the VA 501 program came along. 
with no down payment, veterans took to 
more expensive houses rather than the 
economy house. VA first worked with FHA, 
using the Minimum Property Require. 
ments. Soon, the veterans agency cut loose 
—frankly fed up with what its officials said 
were the “endless additions which Stoti 
wanted to superimpose on each house.” 
(VA eventually captured a far greater pro. 
portion of Government insured housing 
in the Los Angeles area than in other part: 
of the country.) 

A more tangible demonstration of the 
additions, which some builders wryly cal 


the “unprinted requirements,” was pro- 
vided recently by Fritz Burns of Kaiser 
Community Homes. He built an apartment 
house conforming to everything Stott sug- 
gested. One-bedroom units had to rent for 
$67.50. Nearby in the San Fernando Val- 
ley, Burns erected a similar apartment, 
conforming merely to city and county 
building codes (which even FHA brass 
concede are stiffer than their own require- 
ments for a few items). One-bedroom units 
rent for $50. Comments Dave Slipher, 
Burns’ technical director: “FHA now con- 
stitutes an amalgam of different guys’ 
ideas on how houses can be made better, 
therefore it no longer represents a mini- 
mum standard.” 


Rigid specifications 

Two other complaints often crop up. 

1—FHA’s valuations do not reflect the 
difference between good and shoddy equip- 
ment. Hence a builder, already down- 
graded on evaluation of replacement cost, 
is tempted to make up the difference by 
putting in a heater with a one-year guar- 
antee rather than one with two to ten years. 

2—The agency makes no allowances for 
varying construction conditions within the 
area. For instance, 2” of decomposed gran- 
ite is required under an asphalt driveway. 
Designers agree this is fine in the heavy, 
poorly drained “‘cattail” land of Long 
Beach. But in the sandy loam of the San 
Fernando Valley it is a waste. 

Perhaps the most striking example of 
the agency’s attitude toward the contem- 
porary house was its treatment of the 
Jones-Hvistendahl house, which won AIA’s 
1950 Honor Award, House Beautiful’s 
kudos as the “First House of the Year,” 
and THe MaGazinE oF BurILpING’s recogni- 
tion as “Builder House of the Year” (Dec. 
°50, p. 78). 


The two-bedroom, 1,000 sq. ft. house, 
selling for $10,500, was approved by 
FHA’s San Diego office for an $8,500 com- 
mitment after a few minor changes. Four 
were actually built there with FHA mort- 
gages. Architect A. Quincy Jones later sub- 
mitted the house to Stott’s office, expecting 
approval for FHA financing in Los An- 
geles. Stott replied, “The plans are not 
acceptable in their present form,” listing 
46 detailed objections, among them these 
which several architectural experts have 
called “ridiculous:” 

The living room, although it met FHA specifi- 
cations, would have to be larger. Instead of as- 
phalted concrete for a garage floor, Portland ce- 
ment must be used. Of the roof, “crushed ceramic 
material if porous is probably not satisfactory 
because of its tendency to absorb oils from the 
roofing.” The plans didn’t specify doorbells. The 
eave-covering planks, because they sloped out- 
ward slightly, would get wet when it rained and 
become discolored. (Unless rain always came down 
exactly vertically, the planks would get wet 
whether they sloped out or not.) 

Upshot was the Jones house was not re- 
submitted to FHA. So far, five have been 
built in the L.A. area, with other financ- 
ing. 

One of FHA’s aims when it was or- 
ganized was to encourage cooperative 
housing. Officials of the Mutual Housing 
Association, a cooperative in which pros- 
pective owners select a lot and one of 27 
different designs of contemporary homes, 
submitted their project to Stott. 

Each of the 27 house designs was con- 
sidered separately. This required four 
months. He also required changes. Six 
inches would have to be added to the width 
of the garage. Asphalt for the carport (a 
potential saving of $75 over concrete) was 
disapproved. In house after house, Stott 
insisted the designers have doors swing his 
way, not theirs. Initially, he flatly refused 
Robert C. Cleveland 


Design experts called the Jones-Hvistendah! house a clever package of modern amenities 


NEWS 


to allow carports, although snow is all but 
unknown in Los Angeles and the annual 
rainfall is that of an arid belt. After much 
negotiating, he reluctantly permitted car- 
ports, provided they were built so that they 
could be later converted into closed gar- 
ages. The four month stalemate resulted 
in substantial financial loss to the coopera- 
tive owners and contractors. Eventually, 
however, 80 houses were built. 


eveals that FHA’s dictates are more conservative than contemporary, more criticized than condoned 


‘Laughed in my face’ 


One progressive architect who normally 
doesn’t deal with FHA tried to get a com- 
mitment on a house which he figured would 
be a popular model. His report: 

‘Because of my name, my house was 
ridiculed right to my face. Those men, 
frustrated architects themselves, like an ex- 
ample to laugh at occasionally. All they 
would say was ‘It’s unsalable.’ When I 
asked how I should change it, I was told, 
‘I don’t know, just redesign it.’ When I 
followed certain suggestions, the man who 
had made the original criticisms (one of 
Stott’s aides) hadn’t remembered what he 
said, for nothing was put in writing. It 
was turned down again. Besides my lost 
time, it cost me over $150 in engineering 
fees, to say nothing of reblueprinting and 
$500 in extra construction work.” 

Architect Eugene Memler designed a 
new house whose basic unit was 3” steel 
pipe set 8’ apart. Sure he would get no- 
where with the Los Angeles office, he sub- 
mitted the plans and specifications to FHA 
in Washington, seeking an engineering 
bulletin approving this type of construc- 
tion. After a year, he got it. The green 
light came after Memler buttonholed Sen- 
ators Bricker, Taft and Knowland, with 
whose backing he threatened FHA with a 
Congressional investigation. On the other 
hand, it took Memler only six weeks to 
get county approval in Los Angeles. The 
city’s top building official approved the 
plans after a 30 minute look. 

Sighs Memler: “FHA is reluctant to 
recognize any improvement over estab- 
lished design. They don’t like to approve 
houses that are fun to live in, despite the 
fact that this is what people in California 
want.” The philosophic view is exempli- 
fied by Architect Richard Neutra, who per- 
sonally never experienced trouble with 
FHA, which adopted one of his homes as a 
standard. Says Neutra: “FHA has been 
instituted by democratic processes to serve 
the many. It must be kept from a calcifi- 
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The Wheeling Line of Building Materials includes: 


Steelcrete Reinforcing Mesh, Expanded Metal, Metal Lath 
and Metal Lath Accessories. Tri-Rib Steel Roof Deck, ExM 
Angle Partitions and ExM Vault Reinforcing to meet #10 
Insurance Classification. Write for descriptive literature and 


of Tri-Rib Roof Deck cover 
the world's largest telephone plant! 


In its new plant at Indianapolis, Western 
Electric Company can make in one year more 
telephone sets than are in use throughout all 
France! To “top” its nearly 20 acres of manu- 
facturing space, roofing contractors used more 
than 1,400 tons of Wheeling Tri-Rib Steel 
Roof Deck! 


Insulation was designed to give the entire 
toof a 4-hour time lag in solar heat transmis- 


technical data. 


BUILDING MATERIAL DIVISION 


NEW YORK 


PHILADELPHIA RICHMOND ST.LOUIS 


sion. Because of the lightness of Tri-Rib Sheets, 
the dead load of the finished roof was reduced. 


The resulting reserve capacity in the structural 
steel is important in carrying such suspended 
loads as conveyors, piping and ducts. 


Tri-Rib Steel Roof Deck for fast, economical 
roofing is only one of the many building ma- 
terials for which architects, engineers and build- 
ers rely on Wheeling. In the complete line of 
Wheeling-Building Materials, they will find 
products that are low-cost solutions to many 
construction problems. 

Made of Cop-R-Loy, the CopperAlloyed 
Steel, Wheeling Tri-Rib Steel Roof Deck is 
designed to specifications adopted by A.LS.I. 
for light gauge structures. 


Wheelin 


CORRUGATING COMPANY 
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Your clients will appreciate your good judgment when you specify 


THE WORLD’S LOVELIEST FLOORING 


in rich, correlated colors 


Wing foot Vinyl, Goodyear’s new all-Vinyl super-plastic flooring, never loses 
its brand-new look—resists stains, scuff marks, etc.—adds lasting beauty to 


any home or office you design! 


Developed by Goodyear, Wingfoot 
Viny] defies time and wear as no other 
flooring does. It is impervious to the 
action of greases, fats, oils, mild acids, 
commercial cleansers, waxes. Because 
its wonderfully warm, rich colors are 
built right into its wearing surface, 
they defy fading, “walking off,” 
scrubbing off. 


COMPLETE RANGE OF 
SUPERB COLORFAST COLORS 


Styled exclusively for Goodyear by 
Raymond Loewy Associates. These 
colors are available in a rainbow range 


WINGFOOT 


e A SHEET 
T FLOORING 4 ora 


of attractive correlated shades—either 
solid or tone-on-tone. They blend 
beautifully with fabrics, draperies, 
wall decor. 


You can specify Wingfoot Vinyl for a 
lovely wall-to-wall floor covering—at 
much less cost than carpeting. 


Your client will appreciate the beauty 
and the styling of Goodyear Vinyl 
Flooring. See it, specify it, in either 
sheet or tile, at flooring dealers and 
contractors. For specification data, 
write direct to Goodyear, Flooring 
Department, Akron 16, Ohio. 


TILE 


SPECIFY WITH CONFIDENCE. For absolute assurance of client 
satisfaction, specify Goodyear Wingfoot Vinyl. This “most 
beautiful flooring ever built” requires a minimum of care, 
retains its brand-new beauty after years of service. 


WIDE CHOICE OF COLORS makes Goodyear Vinyl ideai for 
showcase jobs. This finest of floorings is easily installed. 
And it lends itself beautifully to “personalized” floors of 
your own original design. 


GOODFYEAR 


We think you'll like “THE GREATEST STORY EVER TOLD”’— Every Sunday — ABC Network Wingfoot—T. M. The Goodyear Tire & Rubber Company, Akron, Ohio 
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bank with “very little done” on a $17,500,- 
000 new 36-story building. Said a vice pres- 
ident: “We got our plans together, submit- 
ted details of work already done, listed our 
orders placed for materials, and sent them 
in with no comment, no plea and no at- 
tempt at pressure. The permit came right 
through.” 

Why the soft curbs? Explained NPA 
Regional Director George Payne in Chi- 
cago, whose office okayed 14 filling stations 
among 48 buildings on its first approved 
list: “Not to approve would have created 
an unnecessarily severe hardship for people 
who had gone ahead with plans without 
knowing the likelihood of restrictions.” 

Many contractors and builders doubted 
that NPA was ready to police the M-4 order 
if building owners and contractors wanted 
to ignore it. Boston NPA Chief Paul G. 
Carney admitted all he could do about a 
“doggone lot” of deliberate violations 
when the program started was to write ad- 
monishing letters. In Manhattan, the 
agency had one (1) enforcement man. No- 
body was even talking about prosecutions. 

President Robert Mathias of the Chicago 
National Bank thought “at this pace it will 
be summer before we feel the pinch in com- 
mercial building.” Noting all the “an- 
ticipatory planning,” he remarked: “It’s 
like the fellow who filled up his bins before 
the hoarders started.” 


TAX LOOPHOLES: realtors would open 


one for homeowners, bankers would close 
one on savings & loans 


It was the season for closing loopholes in 
the tax laws. The tax-writing House Ways 
& Means Committee was plodding about the 
business of raising the money to finance 
rearmament. So it was all the more sur- 
prising that a proposal to create a new 
loophole in capital gains income tax was 
receiving serious study. 

Testifying before the committee, 
NAREB’s Calvin K. Snyder, secretary of 
the Realtors’ Washington Committee, 
pointed to the plight of the worker forced 
to sell his home, move to a new defense job, 
then buy another house. Said Snyder: “If 
my old home has increased in value over 
the original purchase price (because of in- 


12 months. To foil speculators, sellers 
would be required to have actually lived in 
the house. 

Another loophole undergoing close scru- 
tiny was that used by the savings and loan 
associations. They are exempt from Federal 
income tax on the ground they are mutual 
ownership organizations. Rival banking 
groups and some legislators regard this 
claim with a fishy eye. Spokesmen for com- 
mercial banks, which pay income tax, de- 
nounced savings and loan exemption as “a 
perversion of the nonprofit philosophy” 
before the Ways & Means Committee. They 
claimed savings and loans, with $14 billion 
assets, are “big business.” 

Forewarned and ready, the U. S. Savings 
& Loan League fired right back with the 
argument that savings and loans add more 
than their share to Federal revenue through 
taxable income distributed to their mem- 
bers. The league’s figures: 


NEWS 


Federal Income Tax paid by commer- 
cial banks, depositors and steck- 
holders, per $1,000 deposits........ $3.30 
Federal Income Tax paid by savings 
and loan banks through their mem- 
ber-depositors, per $1,000 deposits.. $5.00 


Apparently, savings and loaners thus 
talked themselves out of danger again. How 
long the reprieve would last depended on 
how hard Congress tried to raise taxes. 


RENT RECONTROL and extension to 


commercial space face balky Congress 
The Administration had talked Congress 


into extending rent control 90 days 
(through June 30) in 1,300 towns which 
had taken no action to continue it them- 
selves. Now the stage is set for the real 
fight: over federal planners’ proposal for 
new curbs, broader than any in the last 
war, 

The new rent bill, cooked up by Housing 

(Continued on page 29) 


MORTGAGE TERMS FOR DEFENSE AREAS require less cash from house buyers, 
more red tape for builders who must deal with a new bevy of officials 


Relaxation of Regulation X and related 
FHA and VA mortgage loan curbs for the 
H-bomb areas at Paducah, Ky., and the 
Savannah River, S. C., apparently set a 
pattern for the defense housing program. 

The details (see tables) were unveiled at 
mid-month by the HHFA and Federal Re- 
serve Board. They didn’t make builders 
happy. The relaxation was too cautious, 
somewhat inconsistent, and wrapped in red 
tape, they thought. 

For multi-family projects, applicants in 
defense areas could now obtain the full loan 
ratio permitted under FHA’s Title 207 
(85% for the average job). But for a man 
buying a $9,000 house, the down payment 
fell only from $1,900 under Regulation X 
to $1,400 under the new order. 

Veterans got their traditional break. The 
$9,000 house would require only a $500 
down payment, for instance, under VA 
terms. But there was no difference from 
Regulation X at all for homes below $6,000. 

What griped industry onlookers even 
more was establishment of a fresh bureau- 


cracy of HHFA representatives (duplicating 
field FHA offices) to set quotas for rental 
and sales housing in each area. Until these 
funetionaires acted, would-be builders 
would have to wait or take a chance. After 
that, rental builders would still need HHFA 
appl oval of each project, on top of other 
Federal restrictions. The agency would re- 
quire rents geared to workers’ incomes. To 
builders of homes for sale, HHFA offered 
a different deal. Certificates of approval to 
buy under relaxed terms would go direct to 
atom-workers. Poker-faced, HHFA sug- 
gested builders could either await their 
arrival before commencing construction, or 
else build and then look for buyers. 
On top of that, the HHFA relaxation pro- 
vided less liberal terms than would be avail- 
able under the administration’s version of 
Title IX of the proposed Defense Housing 
Bill. And only a few spots seemed likely 
to be named defense housing areas at all. 
One Washington builder cracked: “Tf all 
Administrator Foley can do is toss the life 
preserver half way, it won’t help much.” 


COMPARATIVE MAXIMUM MORTGAGE AMOUNTS FOR SINGLE-FAMILY HOUSES 


NON-VETERANS VETERANS 
flation) , this increase will be taxed as gain, , me : A 
Transaction FHA Section 203 Regulation X Proposed FHA Regulation X 
yet at the same time I am required to pay Price (Pre Regulation X) Regulation X (Defense Areas) Section 903 Regulation X (Defense Areas) 
a comparable price for my new home. Yet yore yr res oo 4,508 +2000 athe est 
7 ; 5,150 5.400 5,400 5,750 5,750 
neither is worth any more nor any less than 7,000 6.650 5,800 6.300 6,300 6,50 6,675 
the.other® 8,000 7,350 6.450 6,950 7,200 7,250 7,600 
9.000 8.050 7,100 7.600 8.100 8.000 8,500 
The NAREB plan: waive capital gains 10,000 8,750 7,700 8.250 9,000* 8,700 9,250 
1,000 9,450 ‘ aaka A 10.000 
tax (now 25%, although the treasury wants wale 9,600 ot ope a <n ae 
374%) on sale or exchange ofa residence 13,000 10,400 9,500 10.000 * Proposed 10,550 11,050 
à Spis 14,000 11,200 10.100 10.550 for high-cost 11,000 11,450 
if the taxpayer buys another home within 15.000 12,000 10.700 11.100 areas only. 11,450 11,850 


The modern approach to traffic problems 


DOORS THAT OPEN THEMSELVES 


Stanley Magic Doors make any building more efficient 


Completely automatic—requiring no hands to open—Stanley Magic 
Doors provide the best answer to your traffic problems—make any 
building more efficient. 


Actuated by the “Magic Eye” (photoelectric) or “Magic Carpet” con- 
trol, Stanley Magic Doors open automatically on approach, stay open 
till traffic has passed through, then close promptly, silently. 


In any building where traffic is awkward, Stanley Magic Doors pay for 
themselves: in public and institutional buildings by speeding traffic flow, 
cutting heat and air conditioning costs; in factories by reducing materials 
handling time; in restaurants by speeding service; and in stores and 
markets by helping customers to shop more easily, more conveniently. 

Proved practical and trouble-free by years of service in thousands of 
buildings, Stanley Magic Door operators are easily adaptable to almost 
any requirement of space and location, and can be installed on your 
present doors. Send this coupon for full information. 


HARDWARE ® TOOLS ® ELECTRIC TOOLS ® STEEL STRAPPING ® STEEL 
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Photo courtesy of Hartford Medical Building 


STANLEY 


Reg. U.S. Pat. Off. 


DOOR CONTROLS 
“The Wagie Door" 


COMPLETELY AUTOMATIC DOOR CONTROLS 
FOR SWINGING, SLIDING OR FOLDING DOORS 


he te ee te 


\ 


\ The Stanley Works, Magic Door Div. l 
\ 303 Lake Street, New Britain, Conn. 


Send me full information on Stanley | 
* _ Magic Doors. | 
Have your representative call. 
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How to win 
Mr. Homeowner s 
Seal of Approval 


Ruberoid, always first with the best in 
Asphalt and Asbestos Roofing and Siding, 
now has the added distinction of being first 
in the roofing field with the Good House- 
keeping “Seal of Approval.” 


The seal that guarantees the product is also 
your assurance of customer acceptance and lasting 
satisfaction . . . giving added distinction to Ruberoid’s 
= 2S famous interlocking Tite-On Shingles and Asbestos- 


Cement Siding. 


a m Ruberoid Tite-Ons are famous for their wind-defying, 
fire-resistant, long-lasting qualities. Their basket-weave beauty 
and attractive blend of colors give any house added 


——. sales appeal. 


Ruberoid Asbestos-Cement Siding, too, offers pleasing 
design possibilities, combined with fireproof, maintenance- 
free, long-lasting economy that appeals to budget-minded 


ne home buyers. 
ee Ta You and your prospects will be seeing these Ruberoid 


advertisements in such magazines as Time, Better Homes 
& Gardens, Good Housekeeping, Successful Farming, 
Country Gentleman, Farm Journal, Capper’s Farmer, etc. 


EN When you build or remodel, specify Ruberoid, the roofing 

AS : OY, and siding materials that have brand acceptance, sales appeal, 

a “l and are backed by the Good Housekeeping Seal of Approval. 
Specify Ruberoid Roofing and Siding 


and you'll seal more building contracts. 


ORE YEARS 
FOR youR DOLLAR WITH 


BEROID 


500 Fifth Avenue, New York 18, N. Y. 
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When you are called upon to design a retail store a thou- 
sand problems are created. One of them is store fixtures. The 
purpose of this advertisement is to show that you can delegate 
much of this problem, in complete safety, to specialists who keep 
your interests . . . and those of your client . . . paramount. 


The Columbus Show Case Company manufactures a complete 
line of floor and wall display cases, counters, merchandising units, 
open and closed, special purpose and feature display units. 
They are in profitable use in every type of retail operation. Be- 
cause each fixture can be used in a variety of combinations each 
store takes on a custom created appearance. Because the cases are 
mass-produced, your clients save important money. 


For many years we have worked hand-in-glove with leading 


architects. It has proved to be a pleasant and mutually beneficial 
arrangement. We suggest you investigate. 


COLUMBUS CASES ARE FAMOUS FOR... 


e Custom built appearance from standardized units 
e Select cabinet woods in a variety of finishes 
° Smart functional design 
° Fluorescent illumination 
e Mass produced price 
e Low installation cost 


Columbus Cases in the drug store 
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THE Eolumbus SHOW CASE COMPANY 


850 W. FIFTH AVE. 
COLUMBUS 8, OHIO 


O OF PROFITABLE IDEAS... 


S available ONLY 
easier. Write. wir TO ARCHITECTS. It can 


e or ’phone for it today. 


Expediter Tighe Woods and approved by 
Economic Mobilizer Charles Wilson would 
permit recontrol of all decontrolled areas, 
including buildings built since 1947, now 
exempt by law. It would—to the dismay of 
real estate men—cover nonfarm commer- 
cial buildings for the first time — office 
space, stores, warehouses, gas stations. It 
would end all local option features of ,the 
present law. (Under these, almost half the 
country is now exempt from rent lids.) 

The only thing good about the rent pro- 
gram, as far as industry men were con- 
cerned, was that the Administration would 
have it made part of the new defense pro- 
duction act. (The old one expires June 30.) 
With consolidation, rents would not be 
singled out for separate treatment. Build- 
ing owners could thus expect to be freed 
whenever controls ended for the rest of the 
nation’s economy. 

But Congress was obviously balky at con- 
tinuing rent or other broad economic con- 
trols. A good bet seemed to be that the 
Administration faced an uphill battle to 
win any continued rent control powers at 
all, and would almost certainly lose on 
commercial rents. 


ST. LOUIS CONFERENCE falis wide of 


target to reconcile public and private 

housers 
In St. Louis’ cavernous Hotel Jefferson, 
something resembling a cross section of 
U. S. building industry leaders sat down 
last month for a unique try at agreeing on 
what Uncle Sam should do about housing 
in the mobilization months ahead. 

The session, titled the National Housing 
Policy Conference, was the brain-child of 
the city’s realtor mayor, Joseph M. Darst, 
whose dedication to housing problems is 
one of the goads that prompted businessmen 
of St. Louis to invest $2 million in an 
urban redevelopment program (see p. 128). 

The mayor was aiming at a lofty target: 
to get all factions in the housing field to 
adopt a single recommendation to Wash- 
ington. In fact, Optimist Darst (who con- 
fided to reporters that the idea for the meet- 
ing struck him while talking to Harry Tru- 
man) even hoped the conference might 
start to heal the breach between pro- and 
anti-public housers. 

Two days and a few frayed tempers later, 
it was apparent to participants that no such 
millennium had arrived. Main trouble was 
the lopsided attendance. While it included 
125 officials of public housing authorities 
scattered from Vancouver, Wash., to Tam- 
pa, Fla., virtually the only big-name spokes- 
men on hand for private builders were 
Rodney M. Lockwood of Detroit, former 


NAHB president, and Long Island Builder 
William J. Levitt. Lockwood departed be- 
fore the conferees got around to discussing 
resolutions. And Levitt confined his remarks 
to a blast at Congress for dallying over 
passage of the defense housing bill.* 


Yet the delegates also included a scat- 
tering of bankers, real estate men, labor 
chiefs, editors, priests, Federal and state 
officials, an architect or two, and—most 
significant of all—the mayors of ten U. S. 
cities, including Seattle, Denver, Milwau- 
kee, Pittsburgh and Los Angeles. (Los 
Angeles’ busy Mayor Fletcher Bowron told 
reporters he came only because he was im- 
pressed by the roster of St. Louis industrial- 
ists on the conference executive board. He 
added, “Frankly, I envy St. Louis for having 
its business community so alert to the re- 
development need.”) 


Most speakers dwelt on the thing Bowron 
said was on his mind: “sounding the mes- 
sage that public housing is in danger of 
coming to a dismal halt (because) Congress 
has grown smug over a problem we in the 
cities are finding more and more worri- 
some.” 

Pittsburgh’s Mayor David L. Lawrence 
won a big hand with the argument, based on 
experience with his city’s two privately 
financed $100 million urban redevelopment 
projects, that low cost housing must go 
hand in hand with all slum removal. Other- 
wise, displaced slum dwellers have no place 
to move. That makes redevelopment politi- 
cally impossible, he held. 

To this, Lockwood retorted: “No slums 
could come into being if health and sanita- 
tion laws were enforced.” 

Besides unspectacular talks from HHF- 
Administrator Ray Foley and Sen. John 
Sparkman, the conference heard a few pun- 
gent bits of advice from the floor. Samples: 

St. Louis Contractor I. E. Milstone, re- 
ferring to the fight over whether low cost 
housing should be public or private: “If 
we are each going to try to shove the other 
out because of our own particular selfish 
interest, we are going to get nowhere.” 

Philip M. Klutznick, Chicago builder 
and vice chairman of Illinois’ State Housing 
Board: “If we don’t stop squabbling among 
ourselves, home building, whether public 
or private, is going to wind up last on the 
priority list.” 

With a sizable segment of private build- 
ing unrepresented, the conference delegates 


*Levitt’s argument: What if the bill wasn’t per- 
fect? Didn’t legislators realize it would take six 
months from passage of a law until the first 
foundation for the first defense home could be 
laid? Good news from Korea has lulled Congress 
into a “fool’s sense of security,” he snapped. 


NEWS 


wound up in vociferous support of resolu- 
tions favoring the Truman defense housing 
program, as long as private enterprise gets 
a chance to do what it can where it can. 
Bitterest debate ended in defeat of an at- 
tempt by the Urban League and the Na- 
tional Association for the Advancement of 
Colored People to have the meeting en- 
dorse non-segregation in publicly-aided 
projects. 
The conference also: 


> Demanded that all defense housing be 
permanent construction, not the temporary 
eyesores that sprouted in World War II 
(see p. 122). 

> Endorsed efforts to modernize building 
codes to reduce waste of materials. 


> Urged more urban redevelopment under 
Title I of the 1949 Housing Act to reduce 
vulnerability of American cities to bomb- 
ing, 


For its top honor, the title of “master 
architect,” Alpha Rho Chi, undergraduate 
architectural social fraternity, last month 
tapped John Wellborn Root, whose big Chi- 
cago architectural firm 
of Holabird, Root & 
Burgee designed many 
of the skyscrapers that 
transformed the city’s 
profile. He will be in- 
itiated May 11 at the 
Edgewater Beach Hotel 
during the AIA conven- 
tion in Chicago. The 
title has been bestowed 
on only three other men: the late Eliel 
Saarinen; the late Cass Gilbert Sr., designer 
of New York City’s Woolworth Building; 
and Dr. Nathan C. Ricker, founder of the 


University of Illinois architectural school. 


Plump, silver-thatched Rufe B. Newman 
Jra 59, took over the chair vacated by able, 
affable James S. Follin when he quit in 
January as NPA director of construction 
controls. Since 1933, 
Newman has come up 
the intricate ladder of 
Federal bureaucracy 
from a post as an engi- 
neer examiner for the 
Public Works Admin- 
istration in Tennessee. 
Most recently, he served 
as. deputy commis- 
sioner for engineering 
and construction in 


Federal 


Agency’s bureau of community facilities. 
(Continued on page 32) 
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Who Makes a COMPLETE 


Freon Reciprocating System? 


2 7 A completely in- 


tegrated and bal- 
anced system—all manufactured, 
not just assembled, by the one man- 
ufacturer—that’s Worthington. 

No other company makes a 
wider variety of complete Freon 
reciprocating systems. 

No other company offers more 
perfectly balanced operation of 
inter-related components— for low- 
est costs, longest life. 

Worthington Freon-12 Compres- 
sors and Refrigeration Units. One 
basic compressor design covers a 
size range from 2 to 125 tons, with 
three cylinder sizes. Simplified con- 
struction. Lightweight automotive 
pistons. Worthington Feather* 
Valves—simplest, lightest, quiet- 
est ever made. Internal manifold. 
Renewable cylinder liners and leak- 


OG 


*Reg. U. S. Pat. Off. 


proof, continually-cleanable force- 
feed lubrication in larger sizes. Pos- 
itive manual or automatic capacity 
control. Available in self-contained 
compressor-condenser units. 

Worthington Air-Handling Units. 
Perform complete air conditioning 
functions. Water cooling or direct 
expansion. Five sizes: 4 to 60 tons, 
4000 to 13,500 cfm. Horizontal or 
vertical. Sectional design. 

Worthington Evaporative Con- 
densers. All parts exposed to mois- 
ture made of zinc-coated steel, 
bonderized and coated with rub- 
ber-base enamel containing special 
rust inhibitor. Prime surface—no 
fins to clog. Staggered coils permit 
air deflection and complete wetting. 
Six sizes from 2000 to 27,000 cfm. 

Also: Worthington Evaporative 
Coolers in same range. 


Bulletins containing complete information are available 


eee & & & & 
WORTHINGTON 
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AIR CONDITIONING AND REFRIGERATION 
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First Completely 
Air-Conditioned Apartment 
House in New England 


Beacon Towers apariment, Brookline, 


Mass. is the first building of its type in New 
England to be 100% air-conditioned. 


E. A. Berman Company of Boston, under 
the direction of M. L. Cail, installed a 
three-zone cooling water system for the 34 
apartments. Individual room units are 
served by a refrigeration unit consisting of 
a Worthington Freon-12 compressor, evap- 
orative condenser and water chiller. 


The system is designed and operated for 
automatic heating in winter and cooling in 
summer, 


Experience of the owners has been that 
the air conditioning helped to lease the 
apartments for 3-year periods. 


Laboratory 
Air Conditioning Duplicates 
Mill Conditions 


Worthington also manufactures a complete 
line of centrifugal refrigeration. 


When the W. Harrison Hightower Textile 
Engineering Building was built at the 
Georgia Institute of Technology, Atlanta, 
to house its textile school, Worthington re- 
frigeration for air conditioning was installed 
to provide the proper temperature and 
relative humidity required for textile proc- 
essing. 


Fourteen separate rooms are individually 
air-conditioned, through a chilled water 
system, from a 150-ton Worthington cen- 
trifugal refrigeration system, electrically- 
driven. This machine is equipped to shut 
off automatically in the event of trouble 
anywhere in the system. 


Installed by Engineering Contractors, 
Atlanta, Ga. 


C Egg 


INVESTIGATE 
MORE WORTH WITH WORTHINGTON 


Consult Classified Telephone Directory for 
nearest Worthington distributor. Worthing- 
ton Pump and Machinery Corporation, 
Air Conditioning and Refrigeration Divi- 
sion, Harrison, N. J., specialists in air con- 
ditioning and refrigeration for more than 
50 years. 


AAA 


IN 1951...more than ever... 


it pays to use America’s leading 
ene-ceat 


Interior Maintenance Paint! 
America’s First and Finest 


COLOR SERVICE 


to make your painting pay 


The rearmament program demands heavy duty wall 


paints that cover in just one coat and give more 
years of service. Glidden SPRAY-DAY-LITE and 
BRUSH-DAY-LITE do both... saving you critical 


time, labor, material and money. Their high light 


extra dividends at no extra cost 


Aservice comprising detailed color 
suggestions tailor-made for you by 
trained consultants from Glidden 
Color Laboratories with over 21 
years of experience. These com- 
prehensive color harmony plans 
for interior painting based on 
Glidden’s famous Sight Perfec- 
tion Program pay important extra 
dividends! For complete informa- 
tion about this free service, write 


reflection improves vision and eliminates eyestrain 
. reducing spoilage, promoting safety, building 
better employee relations. In non-fading white and 


10 attractive colors. 


MAINTENANCE 
Glidden’ eh 


NEWS 


MEMPHIS PLAN FOR PRIVATE SLUM CLEARANCE achieves $33 rents for Negroes 


with the aid of low cost land, 90 cent labor and defunct 608 financing. Application: limited 


Most homebuilders think the ideal answer 
to public housing is private low rent hous- 
ing. Usually, the hitch is that public low 
rent housing goes up on costly urban slum 
land where a private builder cannot afford 
to build and rent cheaply. 

Is there a solution? The NAHB is spon- 
soring a clinic May 3-5 in Memphis for an 
on-the-spot study of what its chiefs think 


Builders Wallace and Alma Johnson 


is at least a promising hope. Most eyes will 
be on hulking, homespun Builder Wallace 
E. Johnson, whose Carver Homes have won 
wide attention as the Nation’s first slum 
clearance project financed entirely with pri- 
vate capital. (THE MAGAZINE or BUILDING, 
Sept. 50, p. 15). 

Actually, as clinic-goers from through- 
out the country will discover, Johnson was 
confronted with only 20 tumbledown shan- 
ties on the 5-acre square block where he 
built his 88-unit Negro subdivision. He 
paid for flattening these with bulldozers by 
giving away the resulting scrap. Much of 
the land was actually vacant. So even after 
such extras as buying another lot for a 
woman who refused to sell and moving her 
shack free to the new site, Johnson’s slum 
land and shanties, cost him only $391 per 
Carver unit. To this, all he had to add for 
site preparation was sidewalks (see cost 
breakdown). The city already had installed 
sewer mains. Streets were left unpaved. 

Other reasons for Johnson’s success: 

l. Cheap labor—with an open shop 
(40% Negro labor), the Government-ap- 
proved hourly wage rates on Carver Homes 
were: laborers, 90 cents; painters, $1.87; 
carpenters and concrete finishers, $1.90; 
electricians, $2.27; plumbers, $2.3714; 
bricklayers, $2.50; plasterers, $2.81. 


COST BREAKDOWN—CARVER HOMES 
Land 


SRS SG E A ERUEN i aria en ARR fees $33,400 
Site preparation ...................0.4, 3,154 
MILENII sero S anicrssisen goannas aad Bees sce 226,331 
LABON vers E E ranen 102,750 
SUNVENE 5600 vhs Dims emra EAE seems 3,954 
PORES: kana rona nena ERE mere 449 
Contingencies and Overhead........... 4,186 
Profit & mortgage cost................ 24,776 

TORE civics na come yaxiweas oxida $399,000 
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2. Cost-cutting construction—Johnson 
precuts 2 x 4’s at sawmills he owns, cuts 
stair parts, inside door frames at his mill- 
shop, claims more than a wheelbarrow of 
waste per house is too much. Items like 
kitchen and linen cabinets, louvers, outside 
window and door frames are prefabricated. 
With simple design (concrete slab, asphalt 
tile floor, exterior brick veneer, shingle 
roofs) Johnson achieved a $5.77 cost per 
sq. ft., including land. The 88 units consist 
of 12 one-bedroom apartments of 672 sq. 
ft., renting for $33.50 a month, and 76 two- 
bedroom units of 798 sq. ft. renting for 
$41. 


3. Liberal finance—Under FHA’s now 
defunct 608 program, Johnson got a $399,- 
000 mortgage from Equitable Life covering 
100% of Carver Homes’ total cost. 

Thus the only broadly applicable “se- 
cret” in Johnson’s low-rent housing scheme 
which visiting builders can take home with 
them is the well-known fact that simple de- 
sign and shop fabrication save money. 


Guidepost for Dixie 


The Carver Homes project has, however. 
made important contributions: 


>It has showed how builders in the South 
can help end the region’s No. 1 economic 
problem: the depressed status of the Negro. 


> It has boosted Memphis’ tax take. Where- 
as the Carver Homes block paid the city $94 
a year in taxes as a slum, it now contributes 
$3,224. 

> It has indirectly helped the slum dwellers. 
While none of the displaced slum families 
now live in Carver Homes, the project has 
taken in ten over-income public housing 
tenants who were replaced by slum dwellers. 


>It has proved that low rent housing pays 
—Johnson nets 10% above his fixed mort- 
gage charges and his 5% rental manage- 
ment costs. 

>It has demonstrated that the Negro is a 
good rental risk. Of 500 Negro tenant fami- 
lies in Johnson’s Carver Homes and other 
projects, only three owe back rent. (Among 
his 200 white tenants, seven are delinquent. ) 
> It has stimulated other Memphis builders 
to produce low rent Negro housing. How- 
ever, none of Johnson’s imitators has re- 
developed slum land. 

> Finally, Carver Homes has given Johnson 
the satisfaction of doing good and, unlike 
most do-gooders, without recourse to the 
public trough. Wallace Johnson (47) is a 
good builder in the broad sense of the word. 
He keeps a Bible on his desk and sometimes 


reads from the Scriptures to business ac- 
quaintances. Meetings of his supervisors 
end with prayer. He’s a Kiwanian, deacon 
and chairman of the finance committee at 
Union Avenue Baptist Church, a director of 
Union University at Jackson, Tenn.; an 
active Boy Scout and YMCA worker. He 
and his wife, Alma, who is his business 
partner, organized their firm in 1939, when 
Johnson became convinced he could leave 
his $37.50 a week pay bracket in a lumber 
yard. His firm’s motto is “builder of men 
and homes.” Wallace Johnson is convinced 
he is doing both. 


SUN CALCULATOR simplifies problem of 


proper window design 


When plans for the United Nations’ glass 
walled Manhattan home were on the draw- 
ing boards, it took two architects three 
months each to compute what effect the 
sun’s rays would have on cooling and heat- 
ing the 39-story structure. 

Though designing lesser buildings in- 
volves less laborious computations, most 
architects can spend endless hours at 
chores like figuring the size of the perfect 
overhang, or how a slight change in orien- 
tation would affect the amount of sun com- 
ing through a window. 

Last month, the research staff of Libbey- 
Owens-Ford Glass Co., Toledo, announced 
invention of a big time-saver. It was a 
circular slide rule dubbed a “Sun Angle 
Calculator.” With a few pointers from the 
illustrated instruction book, architects 
could now merely twist a dial to reveal an- 
gular values for the sun’s position as to 
true altitude, profile angle, bearing and 
angle of incidence. The calculator was cali- 
brated for any latitude from 24° to 52° 
north and for windows and walls facing 
in any direction. At $9.50 each, the instru- 
ment would never return Libbey-Owens the 
research money that went into developing 
it. The company didn’t care. It expected 
the calculator to pay off in good will. 


BETTER 


Passengers can’t help being curious. Signaling for 
an elevator is no longer a push-the-button-and- 
wait routine. It’s an exciting, even mystifying, 
experience with the Otis electronic touch button. 
Nothing moves. A mere touch of a finger excites 
an electronic tube behind the directional arrow. 
The tube lights. Registers the call. And a car 
arrives, as if by magic! 

Otis electronic touch buttons, in both new 
and modernized buildings, dramatize another 
great advance in elevatoring by the Otis staff 
of design and research engineers that combines 


ELEVATORING IS THE BUSINESS OF H | 


2,017 years experience of 75 key men with 
the exuberance of 125 younger men, to set 
the standards for the industry. This well in- 
tegrated experience is available to everyone with 


a vertical transportation problem. However large 
—or small. 


Add Otis elevator engineering to Otis elevator 
research, planning, manufacturing, construction 
and service and you have the reasons why the 
Otis trade-mark is the symbol of the world’s 
finest elevatoring. Otis Elevator Company, 
260 11th Avenue, New York 1, New York. 


REG. U. S. PAT. OFF, 


| IBERATION 


or office workers 


Theres no “‘cooped-up feeling” in 
Chicago’s new Promontory Apartments! 
One wall is wide open all across and 
practically to the ceiling. The architect 
used large windows to create a feeling of 
expansiveness. This principle is effective 
anywhere — schools, offices, hospitals, 
homes—but where better than to bring 


liberation to apartment dwellers! 


As stated in Recommended Practices 


of Daylighting, clear flat glass transmits 


Chicago’s new Promontory Apartments designed by Arch 
Mies van der Rohe. Apartments such as these, with glass alla 
one wall, make small-windowed apartments seem confining 
dim, no matter how recently they have been constructed, 
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‘OR CLIFF DWELLERS 


upils or patients 


more light than glass in any other form. 


Furthermore, clear glass does not obscure 


vision. It is the combination of light and 


view that creates the pleasing illusion 


of spaciousness. 


Architect Harris Armstrong has carried to its logical conclusion the principle of 
unobscured vision for spaciousness. In the new American Stove Company building, 
St. Louis, the ceiling meets the sky. The north side of the building is glazed with 
Thermopane™ insulating glass. This reduces drafts and permits furniture to be placed 


to make a room feel larger calls for win- closer to the glass than if it were a single pane, consequently taking full advantage 
of overhead light and floor space near the window. 


The most effective use of clear glass 


dows wall to wall and from floor to 
ceiling. When the glass goes all the way 
up to the ceiling, a sense of unity between 


the sky and the ceiling is established. 


Another reason for a Daylight Wall 
in apartments is the economy. Flat glass 
is a lightweight material that requires no 


interior finishing. 


Of course, the other side of economy d 


. Siin o - This could be another drafting room, or an office—actually, it is a classroom in 
1S salability and people do go for sun Barrington (IIl.) Consolidated High School, designed by Perkins & Will of Chicago. 


e : 7 5 Regardless of how a room is used, as long as people are in it, they enjoy the light, 
shine and view. ‘That’s really the main view and sense of spaciousness that is gained by having clear glass to the ceiling. 


reason for big windows in apartments or 


any other type of building. Libbey: 


WHERE WINTERS ARE COLD, 
3 ë Thermopane* insulating glass is widely 
Owens’Ford Glass Co., 4341 Nicholas ana soecenhily usad, Thetmopans, 
, with Y2'’ of dry air hermetically 
Building, Toledo 3, Ohio. sealed between two panes, cuts heat 
loss 50% compared to single glass. 
This minimizes chilliness and drafts at 
windows. It also reduces the load on 
air conditioning equipment in summer. 
Write for Thermopane literature. 


VV ANNES | eee 


Blanket of dry air 


THAT DON’T OBSCURE VISION neces ee 
THERMOPANE « PLATE GLASS» WINDOW GLASS er 


to-glass) Seal* keeps 
oir dry and clean 
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Decorating trend! 


English Oak Flexwood. Hotel Pierre Grill, New York City. 
Architect: Samuel A, Marx. 


i How FLEXWOOD SOLVES 
CURVED SURFACE problems ee 


eae ee More and more architects are utilizing the distinctive beauty of curved surfaces .. . 
i ae Flexwood* makes it easy to have rich, selected woods on practically any curve. For 
Flexwood is choice wood in flexible sheets. It gives walls a genuine, long-lasting 
wood surface—easily, economically. No structural changes, no fire problems, and 
the first cost is the last. Note in photo how Flexwood enriches curved walls, round 
column, door area—for a beautifully unified result. SEND COUPON BELOW. 


United States Plywood Corporation 
55 West 44th Street, N. Y. 18, N. Y. 


In Canada: Paul Collet & Co., Led; Montreal 
Flexwood is manweaerured and 

marketed Scene! by United States 

Plywood enon and 

The Mengel Company. 


eer? *Reg. U. S. Pat. Off. 


CHOICE Woop IN FLEXIBLE Ê 


United States Plywood Corporation, Dept. W-6 
55 West 44th Street, New York 18 


Please send me, without obligation, Flexwood's Case-History Book; shows 
how Flexwood helped solve 17 actual architectural problems. 


NAME 


< Prima Vera Flexwood. 


ADDRESS. 


7 Master selector switch in front entrance 
hall can provide over-all control of lights 
and outlets. 


2 Master selector switch in master bed- 
room can be wired to control fans, coffee 
makers, and lights right from bedside. 


praded 
SUggeSTIONS 


FOR ADDED FLEXIBILITY WITH 
G-E REMOTE-CONTROL WIRING 
BS tis paihwayofiighi idea tea the fame 


owner light his way through his house with To make a completely flexible wiring system practical and 
G-E remote-control switches. economical, the General Electric remote-control wiring system 
now offers a centralized control of as many as nine different 
circuits. 


Because it’s new and different, it excites the home-planner’s 
imagination. Because it’s so practical, it offers you an entirely 
new concept of electrical control . . . convenience and service. 

With the G-E master selector switch, you can plan a wide 


variety of exciting, new remote-control wiring applications for 
merchant builders and your private clients. 


For builders, G-E remote-control wiring provides added sales 

G j : ammunition. It’s a real talking point—something a builder can 
Remote control permits practical exten- 7 bad 5 

sion of the. wawal twospoint control of cellar actually show to his prospects, a feature that attracts buyers. 

or attic light by providing a switch at the 


. e N E cli 8 a ing ir WwW S, a y ntr 
badate or these offen forootan lighis: For clients planning their own homes, G-E remote control 


means convenient living, safer living, more modern living. 


Check the five suggested applications of G-E remote control. 
For first-hand information see your G-E Construction Materials 
Distributor—for a handy, helpful booklet, write to Section 
D8-44, Construction Materials Department, General Electric 
Company, Bridgeport 2, Connecticut. 


For outside lights, porch lights, breeze- 


way lights, garage lights—remote control is 
a natural. Control them from entrance hall, G E N F R A L E LE L T R | 
rear door, and at the lights themselves. 


every day 
are installing 
Hood Asphalt Tile! 


because more and more leading archi- 


cafeterias 


tects are specifying Hood Asphalt Tile. And for 
good reason! This more economical tile is adaptable 
to any location on or below grade, it’s economical 
in cost as well as in installation, its 
maintenance is easy, and it wears 
longer! And what’s more, this easy- 


When to-install tile, with its range of decor- 


blending colors, is backed by the 


schools 


you world-famous research of B. F. Goodrich. 


So, specify Hood Asphalt Tile from now 


specify 
Asphalt ... specify HOOD! 


furniture store BFGoodrich 
YEARS OF BETTER FLOORING FROM YEARS OF BETTER RESEARCH Flooring Division 


WATERTOWN, MASS 
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on— your clients will appreciate it! 


Write for complete information. 


LETTERS 


ROUND TABLE ON HOUSEBUILDING WASTE 


Sir: 

Your Round Table Report, Cut the Standard 
of Waste to Save the Standard of Living While 
Rearming, in February, hits the nail on the head 
with respect to excessive costs in home building. 

You have realistically pin-pointed the faults 
and failures of the industry. Builders and buyers 
alike can heartily endorse this approach to lower 
construction costs through revision of codes. 

Congratulations to THE MAGAZINE OF BUILDING 
for pricking the most vulnerable spot of the in- 
dustry—waste and misuse of materials! 

To help kindle a fire under local building ofh- 
cials, please forward via airmail 100 reprints of 
this fine article. 

CLIFFORD L. Rawson 
Secretary-Manager 
Home Builders Institute. Inc. 
Los Angeles, Calif. 
è Reprints are available in quantity at 5 cents per 
copy postpaid; no charge for single copies.—En. 
pits 
I got really excited when I read the report on 
the Round Table discussion against waste. This 
is a most welcome step, and I think the results 
as printed deserve greatest distribution. Years 
ago I published an elaborate report in favor ol 
an Institute for Building Integration which would 
go systematically after all the problems involved 
and I am delighted to see that we seem now ti 
come on the right track. 
The idea that we should not lower the Ameri 
can standard of living but reduce the American 
standard of waste must appeal to every Americar 
and may lead to a strong joint effort. It coul 
cut out with one stroke the dragging weight o 
old-fashioned methods, which simply do not fi 
any more our period. 
I have passed on the Report to many people 
including the students in our School of Architec 
ture in Harvard to get their thinking straigh 
about this issue. 
WALTER Gropius, Chairma 
Department of Architecture 
Graduate School of Design 
Harvard University 
Cambridge, Mass. 

Sir: 

. .. I commend you for the purpose and scop 
of the conference. The subject is one of the mos 
critical affecting the home builders and potentie 
homeowners in today’s and tomorrow’s marke 

The problem of codes, comprehensive zoning 
and reciprocal trades licensing are particula 
matters of concern in our contacts with loc: 
officials. ... 

Frank P. Turaro, Presider 
Home Builders Association 


of Westchester, Inc. 
New York, N. Y. 


Sir: 
I was most interested in your February issu 
and the account of the Round Table session. . . 


My interest is very real since we are now e! 
(Continued on page 40) 


in Chicago 


BUILDERS PREFER 


over the next leading brand of insulating sheathing 


Waen a building materials product is preferred by 
a majority of contractors, that means something. But 
when a recent survey showed Chicago contractors 
preferring INSULITE BILDRITE SHEATHING 2 to 1 over 
the next leading brand of insulating sheathing—and 
as many contractors preferred BILDRITE as all other 
brands of insulating sheathing combined—that means 
product leadership! 


Listen to what these Chicago builders had to say: 
“BILDRITE stands up best’... “‘BILDRITE is the 
toughest of them all” . . . “More rigid” . . . “Best for 
structural and insulation qualities.” And remember, 
you don’t need corner bracing with 4’ BILDRITE. 


And Chicago is no exception ... INSULITE’S tre- 
mendous acceptance among contractors everywhere, 
gives further proof of its leadership. This overwhelm- 
ing contractor preference for BILDRITE attests to its 
outstanding and dependable job performance. Specify 
BILDRITE SHEATHING with confidence. 


May we show you samples—and give you more 
complete information about BILDRITE and INSULITE’S 
full line of quality products. Just drop us a card. We 
are at your service. ` 


Refer to Sweet's File, Architectural Section—10a f In 


INSULITE DIVISION 
MINNESOTA AND ONTARIO PAPER COMPANY 


MINNEAPOLIS 2, MINNESOTA 
4-51 *Reg. T. M. U. S. Pat. Off. 
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gaged in putting up a demonstration development 
of houses which cover most of the features high- 
lighted in the report and... can sell between 
$6,000 and $8,000, even in these high-cost times. 
Witttam C. Moors, V. P. 
Precision-Built Homes 
Washington, D. C. 


es. PLANTS Œ 


re aE 


FOR ECONOMICAL HEAT 
IN PLANT EXPANSION, 
OR NEW BUILDINGS 


Sir: 
. . My heartiest congratulations to THe MAG- 
manasa: AZINE OF BuiLpinc for the exciting job you are 


doing in exploring the important field of conser- 
vation in housing construction... . 

One note of caution, however, in a period of 
emergency like the present—there is a danger ol 
pushing for mere quantity in housing construction 
Type 150 Suspended Unit p p ' è mp 
Heater — propeller fan with a loss of really essential quality. Ten well: 
type; 60,000 to 150,000 
Btu capacities; shipped 


assembled and pre-wired. 
AGA and UL approved. 


designed, well-built houses may be a much better 
bet than a dozen houses built to a hurriedly de: 
veloped bare minimum standard. . . 
Cuartes M. MORTENSEN 
Managing Director 
The Producers Council, Inc 
Washington, D. C. 


Sir: 
. You missed one big waste—one that shoulc 


and that is the 


be brought out into the open 
union dictates that make the builder use tot 


much manpower and that also silently limit the 

amount of work a man is permitted to do in ¢ 

day. There’s your biggest waste in the building 

industry, but who has the courage to say so? 
W: S: Levon, Fe PF 

" G. M. Basford Co. 

} Cleveland, Ohio 


@ We do! The subsequent Round Table Report (Mar 
50) covered labors wasteful practices.——Ep. 


Sir: 
I compliment you on the timeliness o 
this discussion. ... 


Norman P. Mason, Past Presiden 


| GAS-FIRED UNIT HEATERS 
National Retail Lumber Dealers 


— Save costs in many ways Washington. D. C. 


For an independent heat source when plant expansion 


Capacities and exceeds steam capacity, or for a compact, efficient Sir: 

Types for Every Job heating system in new construction where time and Sometimes I wonder whether your convention 
costs are vital factors — the Mueller Climatrol unit of so-called “experts” meet to declare war, ushe 
heater line supplies the perfect answer! in periods of austerity or to hear themselves talk 

Here are a few of the many savings they offer: It seems to me no matter how well-intentione 
¥ Installation Cost is Low — shipped pre-wired, completely they may be that they have lost sight of the tru 


assembled . . . just hang, connect to gas and power lines 
and vent. No special chimney needed. 


Y Operating Cost is Low — efficient horizontal design assures 


measure, which after all is still man. And s 
Blower Type 151 — Four 


sizes: 60,000 to 150,000 Btu their words are with no meaning, their efforts t 


pl na Geol a ety maximum heat extraction, minimum fuel costs. no avail. 
proved. Shipped assembled Y Maintenance is Easy — can be completely cleaned and SEYMOUR KAPLAN 
anek ipreswited; serviced from below without lowering the unit. Illinois Institute oj Technolog 
Floor Type UH— nine sizes: When you think of space-heating think of Mueller Chicago. M. 
Btu input in. 48-000 thae- Climatrol. Capacities to fit any job you have. Write for i 
mani AGA anpraved. Easy complete information... L. J. Mueller Furnace Co., Biya 

2020D W. Oklahoma Avenue, Milwaukee 15, Wis. . This is truly a constructive step. 


B-56 


Mueller Climatrol 


va 


J. D. Biccers, President 
Libbey-Owens-Ford Glass Ce 
Toledo. Ohio 


Sir: 


... Congratulations on this progress in deve 
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oping such effective recommendations on elimi- 
nating waste in home building. 


C. J. Backsrranp, President 
Armstrong Cork Co. 
Lancaster, Pa. 


Sirs 
. - . I compliment you upon your leadership 
and urge you strongly to continue your program. 


L. Doucras MEREDITH 
Executive Vice President 
National Lije Insurance Co. 
Montpelier, Vt. 


Sir: 
. . This certainly is interesting and worth- 
while. I think you have done a grand job on it. 


GEORGE A. Bryant, President 
The Austin Co. 
Cleveland, Ohio 


Sir? 

I am sincerely pleased at the effort put forth 
to cut the waste and needless costs of home 
building. 

I am deeply concerned and very much irritated 
by local building codes. ... As an example our 
electrical code requires the use of metal conduit 
on all types of new construction; this prevents 
economical wiring of low cost homes. ... 


An $8,000 frame cottage need not have the 
same requirements as a $5,000.000 office build- 
ing. There have been cases of plumbers who have 
worked for years in other localities and then 
have come to Pueblo and couldn’t plumb one of 
our houses because as all waste lines from fixture 
to stack must be lead-and-wipe joint. 

There are many other items, some brought 
about by FHA, some by labor unions; in fact, 
many of our codes are engineered by trade unions 
to increase the amount of work for their mem- 
bers. For example, a manufactured lead flashing 
must not be used for vent pipes, but made up on 
the job by the plumber, which takes much more 
time than using one factory mass-produced. 

One of our clients saw the plan of Levitt’s new 
Landia house and liked it very much, also noticed 
the price tag of $13,000, and at once wanted to 
know why it couldn’t be built in Pueblo for that 
amount. They can understand that a board foot 
of lumber may vary in price in different localities 
but cannot understand why it takes more mate- 
rial or more hours of labor. 

... I think your magazine is the most interest- 
ing and instructive on the market. 


W. B. AUGHENBAUGH 
Aughenbaugh Construction Co. 


Pueblo, Colo. 


Sir: 

‘ I was impressed with the conclusions 
reached by the Round Table, and while I believe 
that in many areas of this country a great deal 
has already been accomplished toward achieving 

(Continued on page 46) 
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Type 20 Gas Boiler — 
cast iron, sectional; from 
315,000 to 3,780,000 
Btu input capacities. 


> 


ia E ET a a S 


SECTIONAL, GAS-FIRED BOILERS 


No matter how you look at it, the Mueller Climatrol line 
gives you the best answer to your radiant and radiator heat- 
ing and hot-water supply jobs. Quality construction, compact 
design, advanced engineering—all ’round boiler “know-how” 
-- make every Mueller job low-cost from first to last: 

f Initial Costs are Low — close-to-size capacities give you an 
economical installation for every job. Factory “assembled” 
tests make it easy to deliver an efficient installation. 
Operating Costs are Low— meticulous engineering of every 
part plus top-quality material and construction standards 
assure years of fuel-thrifty economy with minimum service 
and maintenance. 


Future Expansion Easy — sectional cast iron construction 
makes it easy to add capacity for additional loads simply 
by adding new section-burner units, 

And that is just a brief outline of the many low-cost advan- 
tages of Mueller Climatrol boilers. Write for complete details 
-- . L. J. Mueller Furnace Company, 2020D W. Oklahoma 
Avenue, Milwaukee 15, Wisconsin. 


8-55 


@ 
©) Mueller Climatrol 


FOR CAS FOR OIL 


Capacities from 54,000 
to 3,780,000 Btu (in- 
cluding Type 20 above) 


Type 10 Gas Boiler 
—for steam or hot 
water heating or 
hot water supply. 
Nine sizes — 54,- 
000 to 378,000 
Btu input. 


Type 11 Gas Boiler 
— Same as the 
Type 10 shown 
above except for 
the outer casing 
— controls are 
exposed, 
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An engineering necessity becomes an architectural asset 


FORUM 


april 


1951 


lheough this custom engineered 


i PEELLE DOOR 


SEWAREN GENERATING STATION 


Owners and Engineers: Public Service Electric and Gas Company of New Jersey 
Consulting Architects: Walker & Poor 

Builders: United Engineers & Constructors, Ine 

Photo: Richard Garrison Studios 


und to satisfy the 
s. It measures 4 


NOW! More proof of Fire-Chex superiority 


pe ETS enee nore tees Ne RIE ARETE ETT CARE NTI, ITM ARAE es me arae eee are 


FIRE-CHEX SHINGLES DEFY | 


hurricat 


e winds 


Read this sworn 
statement from 
T. Niblo Creed, 
Creed Bros., Inc. 
Peekskill, N. Y. 


“In a recent hurricane that lashed this orea 
Performance like this is another powerful of southeastern New York state, damage 
reason why Carey Fire-Chex asbestos-plastic to roofs, both old and new, was heavy. 
shingles should be your choice for roofing! However, on roofs where Carey Fire-Chex 
shingles were installed, we could not find 
even one shingle that had been loosened.” 
Signed: 

1. Amazing Wind-and-Weather Protection : rood. 
Fire-Chex are husky heavyweights . . . a whopping 325 Ibs. oho 

per sq. They lie flat, stay put, even through hurricane winds. 3 


2. Hail Won’t Harm 


Fire-Chex Asbestos-Plastic Coating is so heavy that hail 
bounces off harmlessly. 


Here are the easy-to-see reasons! Remember—fire-Chex is 
the only roofing that provides all these important advantages— 


3. Lasts Far, Far Longer 


Accelerated weather tests prove conclusively that Fire-Chex 
have a much longer life than ordinary shingles. 


4. Highest Fire-Safety Rating a aad dfr 
Only Fire-Chex are rated Class A* by Underwriters’ Labora- 
tories, Inc. This is the highest Fire-Protective rating any FIRE-CHEX SHINGLES 


roofing material can earn. 


5. Exclusive New Solid Colors and Shadow Blends 5 ecif oe a 
The crowning glory for any roof...Fire-Chex come in rich, solid Pp y arey Fire- x or asring protec- 
colors and in exclusive shadow-blends to make roof designs tion and beauty! For further information, see your 
which are copyrighted as "works of art.” Corey Dealer—or write for literature. 
*Without asbestos underlayment. 
The Philip Carey Mfg. Co., Lockland, Cincinnati 15, Ohio 
In Canada: The Philip Carey Co., Ltd., Montreal 25, P. Q. 


FROM THE HOUSE OF CAREY — Bathroom Cabinets and Accessories @ Ceramo Siding @ Tri-Tone Asbestos Shingles @ 
Fire-Chex Asbestos-Plastic Shingles @ Rock Wool Insulation @ Other Famous Products for Home, Farm and Industry. 


Walseal’ products 


DISTRIBUTORS 


and be certain 


= the FACTORY INSERTED Ring insures FULL PENETRATION 
of the Silver Alloy ...a perfect joint 


Today, contractors... builders... archi- 
tects are using brazed connections, in 
ever increasing numbers on their brass 
and copper pipe runs. However, they 
must be certain that the correct brazing 
alloy is used; that the joint has penetra- 
tion of alloy up the shoulder of the fitting. 

That’s why more and more are turn- 
ing to Silbraz® joints made with Walseal 
valves, fittings and flanges which assure 
the proper amount of alloy with no waste. 
They know that the finished joint not 
only will withstand hydrostatic pressure, 
but it will also withstand terrific impact 
and vibration — in fact, no correctly 
made Silbraz joint has ever been known 
to creep or pull apart under any pressure, 


shock, vibration or temperature which 
the pipe itself can withstand. 

Furthermore, it is a relatively simple 
operation to make a Silbraz joint — no 
heavy scaffolding need be erected... just 
cut the pipe, flux, assemble, then braze, 
following the technique recommended by 
the Walworth Company. A silver braz- 
ing alloy — FACTORY INSERTED — 
in each port flows out when heated with 
the oxyacetylene torch, making a joint 
that is stronger than the pipe itself ... a 
one-hand operation, with the mechanic 
out of the path of the deflected heat — at 
all times. 


For full information about Silbraz joints made 
with Walseal products, write for Circular A-1. 


WALWORTH 


valves and fittings 
60 EAST 42nd STREET, NEW YORK 17, N. Y. 


IN PRINCIPAL 
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CENTERS 


THROUGHOUT THE 


WORLD 


iso 
epcoDuct s¥ster yi 


ee rv 
The NE arily Moder nity, 
Ss vides aoe added dig 
C aa asy installation. 
an 


What do you want in your underfloor wiring system? Efficiency? 
NEPCODUCT adapts to any type of floor construction... 
provides for all the electrical service you will ever need. 

Or maybe you want economy. NEPCODUCT is the most economical 
method for providing wiring facilities for light and power, 
signal circuits, communication and telephone. 

Costly cutting of the building structure or routing of concrete 
is eliminated . . . electrical extensions are needless. 

Want convenience? NEPCODUCT provides outlets 
already threaded, wherever needed, at the floor surface... 
regardless of office space or furniture arrangement. 

What about simplification? NEPCODUCT consists of one 
standard size duct for either high or low potential wiring. 
Only three combinations needed for al} your wiring needs. 

A minimum number of junction boxes and fittings .. . 60% less 
assembly parts. NEPCODUCT eliminates confused specifications... 
is easy to understand ... still easier to lay out and maintain. 


WRITE TODAY FOR THE FREE 
NEPCODUCT CATALOG. This 
coupon will bring you a copy. 


Fae we 
ea ms" mces 
A 


National Electric Products Corporation 
1334 Chamber of Commerce Building 
Pittsburgh 19, Pennsylvania 


a 
1 
l 
i | 
a şi oN i Please send me the illustrated Nepcoduct catalog. i 
EVERYTHING IN WIRING POINTS: az iii i X. Cy Ning 
> HO a f AME 
è e X il) al | TITLE 
Rational Electric 2733 | come | 
PROOUCTS CORPORATION Ss oes | 
PITTSBURGH, PA. ~ Lan E E ARA rA E Enea ER a JENNER 


Fiat Precast Receptors 


(Regular black & white or special colored terrazzo) 


...for Built-up Tile Showers 


Save money and speed up the job by elim- 
inating the difficult lead pan and tile floo 
DA i» : 


Details of suggested construction in building up a tile shower on a 
Fiat precast receptor. Metal lath and foundation plaster are brought 
down inside the rust-proofed metal flange. The tile setter starts di- 
rectly with the wall construction without the delay involved in 
laying a tile floor and waiting for it to harden to a working surface. 

Fiat precast terrazzo receptors are made of black and white marble chips and 
white cement, ground and polished. A rustproof galvanized reinforcing flange 
and a 2” brass drain fitting are cast integral with the receptor to form a strong, 
leakproof, slip-proof, non-absorbent floor for the shower. 

The use of a precast receptor eliminates the easily damaged lead pan and the 
labor consuming job of laying a tile floor. It enables the contractor to complete 
the shower faster and produce a better job at a lower cost. 

Fiat precast receptors reduce the danger of leaky cracks developing in the 
tile shower walls by providing a solid, rigid foundation that is not affected by 
shrinkage of supporting wood framing or settling of the building. 

The attractive appearance of terrazzo makes a beautiful floor that is in perfect 
harmony with tile walls. Various colored terrazzo is available on special order, 
to blend with tile colors. 

Your plumbing contractor can get quick delivery of 
a Fiat receptor as many plumbing wholesalers have Fiat 
receptors in stock. Standard square type sizes—32” x 32”, 
36” x 36", 40” x 40”. Corner type—36" x 36”, 40” x 40”. 


Section through pre-cast receptor showing 
brass drain and adaptation to 2” waste 


pipe and “P” trap. (Trap and pipe by others). Gs 


ene 


4 F | AT À) FIAT METAL MANUFACTURING COMPANY 


Three complete plants 


9301 Belmont Ave., Franklin Park, Ill. 
Long Island City 1, N. Y. Los Angeles 33, Calif. 


In Canada: The Porcelain and Metal Products, Ltd. Orillia, Ontario 
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the aims considered by the Round Table, I recog- 
nize that much remains to be done. As an indus- 
try we should support all programs which seek tı 
improve design, site planning, and the better- 
ment of existing building, plumbing, electrical 
and health codes. 

My congratulations... . 


E. M. Sprecet, President 
N. J. Home Builders Assn. 
New Brunswick, N. J. 


Sir: 

I congratulate your magazine, and the 
men participating in this Round Table report, 
for a most direct approach to the problem of 
waste in the building industry which affects the 


welfare of almost everyone. 


Most important of all, however, would be the 
tremendous boost your plan would give to the 
idea that this country can wage war and at the 
same time produce ample goods for civilian use. 
We must produce for civilian use as well as for 
military use if this country is to survive. Your 
program should enjoy the support of every think- 
ing person connected with the building industry 
today. 

H. E. GUISINGER 


Guisinger Realty Co. 
Dallas, Tex. 


Sir: 

. . . I think you’re on the right track, and |] 
like the group you set up. They are the people 
who can do something about waste in construc 
tion. By all means, let’s induce them to continue 
their study. 

Mervin H. Baker, Presiden, 


National Gypsum Co. 
Buffalo, N. Y. 


Sir: 

... Very interesting and informative. How re 
warding it is to undertake something which yot 
can sense as being successful. 


Congratulations! 


J. P. WEYERHAEUSER, JR., Presiden 
Weyerhaeuser Timber Co. 
Tacoma, Wash. 


Sir; 

Frankly I think you are doing an outstandin, 
and I might say fearless job because undoubted! 
some toes are going to be stepped on... . 


H. C. Turner, Jr., Presiden 
Turner Construction Co. 


New York, N. Y. 


Sir: 

... You are to be highly commended on you 
forward step in meeting head-on the problem « 
waste which has always dogged the building i 
dustry and every industry associated with it. Yo 
have made a grand start and we will be greatl 
interested to note what develops. ... 

(Continued on page 50) 


SPECIFICATIONS 

NHC Series 

For 2, 3 or 4 Slimline lamps in 48”, 72” or 
96” length. One-piece louver of injection 
moulded plastic in choice of 31° or 45° 
shielding. Plastic is warp-proof, color- 
fast, ‘‘destaticized."' Louver swings down 
to right or left for ease of servicing. 
Channel of 18 ga. steel. Curved trans- 
lucent plastic side panels. Deep 
drawn end caps of 20 ga. steel, 
beautifully finished. 


You'll find Leader’s NHC Slimline fixtures installed 
wherever the demand is for the finest in fluorescent lighting— 
throughout the land in offices, schools, stores, all types of 
commercial establishments. These trim, slender, beautifully 
proportioned fixtures add distinction to any decorative effect. 
Feather-weight moulded plastic Jouver—originated by 
Leader—“sifts” light rays for pleasing, efficient diffusion. Precision 
engineering, beauty of appearance, economical performance and 
ease of servicing combine to make NHC the first choice when 


VL Series 


Same specifications as above, 
but for 2, 3 or 4 40-watt 
lamps. Optional instant- 
start. 


the demand is for the finest. 


Sold and installed by the better 


electrical dealers and contractors 


LEADER ELECTRIC COMPANY œ» 3500 North Kedzie Avenue ® Chicago 18, Illinois 


Leader Electric — Western: 800 One Hundredth Avenue * Oakland 3, California 
Campbell-Leader, Ltd.: Brantford, Ontario * Canada 


Vy Apuri Nod Lighting Equipment Manifaciine 


Advertisement 


Located 15 blocks from the cen- 
ter of Houston is the new build- 
ing of the South Main State 
Bank—designed to keep pace 
with the needs of this growing 
Texas community. 


Frigidaire reserves the right to change specifications, 


MODERN BANK BUILDING is iypica ot 


up-to-date Houston — one of America’s fastest-growing cities. 


Building is air conditioned by Frigidaire. 


LOCATION: Houston, Texas 
BALDWIN N. YOUNG, Architect 
SOUTH MAIN STATE BANK, Owner 


A warmly attractive, yet dignified, simplicity 
makes this new Houston bank building an excellent 
example of the modern trend. 


And like so many modern bank buildings, this 
new building provides customers and personnel with 
the cool comfort of Frigidaire air conditioning. 


Working closely with the building’s architect and 
general contractor, Frigidaire engineers planned an 
air conditioning system that is simple, effective 
and trouble proof. 


The three rugged Frigidaire compressors that 
power the system are located in the basement. 
When the thermostatic control on either of the 
two floors above calls for cooling, refrigerant is 
pumped up from the compressors to a cooling unit 
on that floor. And since the cooling units have been 
equipped with hot water coils for heating, the 
system provides dust-free, air-conditioned comfort 
all year “round. 


Described by the bank as “highly satisfactory,” 
this is just one of the many Frigidaire installations 
of all types made each year. So, whatever your 
next air conditioning problem is, why not call the 
Frigidaire Dealer, Distributor or Factory Branch 
Efficient, yet comfortable, moderately sized, yel spacious, is the banking that serves your area? Look for the name in the 
floor of the two-story building. The second floor houses an insurance firm. Yellow Pages of your phone book. Or write Frigid- 
aire Division of General Motors, Dayton 1, O. In 
Canada, Leaside 12, Ont. 


FRIGIDAIRE America’s No.1 Line of 


Refrigeration and Air Conditioning Products 


Refrigerators • Food Freezers * Water Coolers = Electric Ranges 


Home Laundry Equipment + Electric Water Heaters œ Air Conditioning 


or discontinue models, without notice, Electric Dehumidifier ~ Commercial Refrigeration Equipment 
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to Know” ask: 


“How can we better the best?” 


Today youre getting Facing Tile at its best from these “12 Good Names to Know.” 


Continuous research over the past ten years has brought many improvements 
in the unit design and in the properties of both the body 
and glazes of this Facing Tile. 


But we are not satisfied. We believe that research will make what is best 
today, even better tomorrow—even more efficient, even more economical to use. 


Finding the way to better Facing Tile is not always easy. 


Still, through constant testing and retesting in the laboratory and plant, 

our researchers do find the answers. And in the course of this work they make 
certain that the products we offer you today meet the quality 

specifications of the Institute! 


You can take advantage of the Institute’s research program when you 
specify materials for your next job. Just call on one of the “12 good names” 
and you'll be sure of Facing Tile at its best. For detailed information 

write the Institute, Desk MB-4, for our new catalog 51-C. 


12 GOOD NAMES TO KNOW 


BELDEN BRICK CO. MAPLETON CLAY PRODUCTS CO, 
Canton, Ohiq Canton, Ohio 


CHARLESTON CLAY PRODUCTS CO. METROPOLITAN BRICK, INC. 
Charleston 22, West Virginia Canton, Ohio 
THE CLAYCRAFT CO. McNEES-KITTANNING CO, 
Columbus 16, Ohio Kittanning, Pennsylvania 
HANLEY CO. NATIONAL FIREPROOFING CORP. 
New York 17; New York Pittsburgh 22, Pennsylvania 


HOCKING VALLEY BRICK CO. STARK CERAMICS, INC. 
Columbus 15, Ohio Canton, Ohio 


HYDRAULIC PRESS BRICK CO. WEST VIRGINIA BRICK CO. 
Indianapolis, Indiana Charleston, West Virginia , 


FACING TILE INSTITUTE 


1520 18th Street, N. W., Washington 6, D. C. 


FAN-PLAN 


with 
EMERSON-ELECTRIC 


Kitchen 
Ventilators 


You put “sales appeal” in your homes 
when you specify Emerson-Electric 
Kitchen Ventilators! You can say 
“cooler, cleaner kitchens” when you 
point out this looked-for feature in 
modern home planning. Economically 
priced, easily installed in any con- 


struction, these dependable fans will 
give years of trouble-free service... 
and that means satisfied buyers, too. 
So close your sales in the kitchen — 
be sure to specify Emerson-Electric 
Kitchen Ventilators! For complete 
data, write for Bulletin No. 418 


THE EMERSON ELECTRIC MFG. CO., ST. LOUIS 21, MO. 


@ Adjustable sleeve joint fits standard 314” x 
10” duct @ Outside grille has angle baffles for 
weather protection @ Automatic shutter closes 
duct when fan is not operating @ Dependable 
Emerson-Electric motor equipped with special 
thrust bearings. 


Wall Model... 


@ Telescoping adjustable sleeve fits walls 51⁄4” to 13”. 
@ Square outside frame, easy to brick or frame around. 
@ Special outer door seal gives weather protection. 

@ Induction motor, 10” blade moves 470 c.f.m. 


EMERSON 225 s ELECTRIC 


FANS e MOTORS 
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However, we do not agree with your analys 
of the heating problem. We believe that you 
group and ours are in agreement that, despite tk 
fact that those small homes which will be bui 
during this and coming years will most likely | 
termed “defense homes,” they must still be bui 
in accordance with such standards as will wa 
rant the long range investment risk which wi 
back them. Hence, they will have to have d 
signed into them the provision of heating cor 
fort in addition to shelter. The past half centu 
of heating practice and research has proved th: 
only with a central heating system is overa 
house heating comfort available. 

We will not quarrel with you that if the prese: 
state of emergency prevails over any considerah 
period, new or “substitute” materials may ha 
to be incorporated into these systems. But 
would certainly be a backward step for the buil 
ing industry, as far as house heating is co 
cerned, to retrogress to the old pot bellied sto 
approach to home comfort. This method may |] 
well surrounded by a wealth of nostalgic mer 
ories but we doubt that the modern TV-educati 
homeowner will be content to experience tl 
“toasted in front, frozen in back” brand of coi 
fort with which our grandfathers had to conten 


GEORGE BOEDDENER 
Managing Director 
National Warm Air Heatin 
& Air Conditioning Assi 
Cleveland, Ohio 


PRIZE WINNING HOUSE 
Sirs 

My husband and I are delighted with the hou 
designed by Bruce Walker that won your conte 


We would like to build it. Are plans and spe 
ifications available? Where could we get then 


The only changes we wish to make are to bui 
a studio in place of the screen porch and to ma 
the kitchen more a part of the living room— 
old “keeping room” in modern dress. ... I wa 
to be part of the family while I cook... . 


We are serious about building this house. 


Anna May Wisi 
Winnetka, Ill. 


® Requests for plans for any prize-winning how 
should be made of the designer. For a list of nan 
and addresses see Mar. ’51 issue, p. 110.—Ep. 


Sir: 
Brace yourselves, gentlemen! 


When you write up the qualities of the pr 
winning design in the NAHB-FORUM Hoi 
Design Competition, they better be good or y 
will not have to renew my subscription in 19. 

So far, everyone who has studied the winni 
plan published in the newspapers has in no ı 
certain terms classed it as “childish.” 

This cannot be the best that architects 
America have to offer for the middle man. If 

(Continued on page 54) 


DUCT IS FLEXIBLE 


... More power capacity 
at lower installed cost 


Laying out new secondary power distribution systems? 
Expanding production line requirements? Do it more 
quickly, more economically, provide more flexibility for 
future change-overs—with Westinghouse Bus Duct. 


First, Westinghouse Duct provides more power with 
less equipment—up to one-third less—than any com- 
parably rated system of wireway, cable or conduit. 


Second, Westinghouse Plug-In Duct is safer. Prestite 
insulators, impervious to moisture and of high mechanical 
strength, support the busbars, preventing accidental 
contact with live parts. 


Third, Westinghouse Duct minimizes down time, cuts 
total installed cost at original installation, and during 
change-over or expansion. Sections of duct, completely 
prefabricated, are quickly and easily mounted. 


Fourth, Westinghouse Duct is designed for virtually 
any type of building, and for any load requirement. For 
light loads, use Plug-In Duct. For high capacity use 


COMMERGIAT Low-Impedance Duct. 


BUILDINGS , ; 
For complete information, call your Westinghouse rep- 

resentative or write for Manual B-4272-A, Westinghouse 

Electric Corporation, P.O. Box 868, Pittsburgh 30, Pa. 

J-30059 
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Everything: but the 


in Joe Lenny’ 


Yet he was able to offer his houses — each equipped with 
General Electric Kitchen-Laundry —for only $9500 


Builder J. P. Lenny of Runne- 
mede, N. J. had a strong con- 
viction about selling houses. 
He felt that it was most im- 
portant to identify his ‘‘Cin- 
derella” houses with QUALITY. 
And, he felt that the best 
and surest way to identify his 


Joseph P. Lenny 
houses with quality was to install kitchen and laun- 
dry equipment that housewives know is the finest 
obtainable. 


So he contracted to equip every one of his 


Mrs. Breen says: “Were so delighted with all our won- 


derful G-E appliances, and our friends are envious! 


“Tm constantly amazed how many hours these G-E 
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“Cinderella”? homes with a General Electric Kitchen. 
Laundry, and was still able to offer it for only $950( 
under “Packaged Mortgage” terms. 

Result: He sold out the entire first section of 5£ 
homes one week end! 

In the pictures on these pages you see Mr. Lenn) 
talking with Mrs. Marie Breen of 156 Patricia Lane 
who purchased one of his “Cinderella” houses las. 
year. Her enthusiastic comments are typical of those 
of her neighbors. 


Home Bureau, General Electric Company, Bridge- 
port 2, Connecticut. 


appliances save me, and it’s still hard for me to believ 
that they cost so little under the terms of our mortgag 
. .. less than five dollars a month extra!” 


lass slipper 
Cinderella” home! 


$ el ¥ 
It’s wonderful to stack dirty dishes in my G-E Dish- 
asher after guests have left late at night—and go right 
bed!’ says Mrs. Breen. “In the morning they’re 
yarkling-clean, ready for service again!” 


. and 


er owned. The temperature is so very even. . 
aever have a lopsided cake any more! Now my gra- 
2s, puddings and other baked foods come out just 
tht. This G-E Range heats up so fast, too!” 


ee: 


diy 


sk ae 
S pa 


“My G-E Clothes Washer saves me so much time, too. 
My rayon blouses and slips come out damp-dry . . . and 
I iron them immediately. I have two children and my 
G-E Clothes Washer is in service every day of the week!”’ 


“I’m sure happy there’s a General Electric Kitchen- 
Laundry in my home! So many of my friends who have 
become home owners recently, tell me they wish their 
new house had included all of this fine General Electric 
equipment.” ` 


You can put your confidence in— 


GENERAL QA ELECTRIC 


<< 
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iba anana AC RITTLDING. E9 


THE ONLY FORM FOR 
STEEL JOIST CONCRETE 
FLOORS AND ROOFS 


ECONOMICAL 

¥ co "| CORRUFORM 

net = sheets are easily placed. 
Fasteners are positive 
for all common joists 
and beams. Lapping is 
automatic. No sag or 
material waste.Concrete 
is placed and finished 
by common practice. 
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CORRUFORM 


is nearly twice as strong 
as ordinary steel of 

a À 3 equal weight. Tough 
aX \ » tempered tospring back 


“A 


= under abuse. Provides a 
a’ eee secure form for trades 
F > : 
T and concrete — no side 
À paan A pull on joists, beams, 
2 ATRA an or walls. 
IN 
EEN LEED LEE 
eer > RN Sra eae B 
pE ie] LOU PEST I Lie 
ere SRR LIE SOON IAEE AIG FS is true and level. No 
+ mame US RE TS 
ee RR NTT ARETE cleanup necessary on 
— floors below, no un- 
RUS alee iC PL TTI sightly leakage. Bright, 
ate! ARE i a , 
eee a TE decorative corrugated 
Pan OF AE ARLE RTS 
panawane mill pattern for exposed 
vinen sal 
an na í ceilings. Corruform is 
SRR ARE A ETE INTE > ş š 
aidan 2 available plain, galva- 
RE nerd y i 2 “ 
ee LOLS ETO S nized or vinylprimed 
m mans sieve <an: 


for painting. 


SPECIFICATIONS 
Standard weight Corruform with 2 3/16 inch wide, 1/2 SEND 
inch deep corrugations. Weight .72 lbs. per sq. foot. FOR 
Guaranteed average strength of 100,000 psi.— single FREE 
test minimum strength 95,000 psi. ; 
AIA FILE 


GRANCO STEEL PRODUCTS 
(Subsidiary of GRANITE CITY STEEL CO.) 
Granite City, Illinois 


Granite City Steel 


TODAY 
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LETTERS 


is, then the architects will continue to lose thi: 
great market and the builder and John Doe wil 
have to go to the draftsman for their plans. 


I was an entrant in the recent NAHB-FORU 
House Design Competition, 
WILLARD FRANK! 
Chico, Calif. 


Sir: 

Your NAHB competition was a huge succes 
and congratulations to the fine winning design. 
am glad to see merchant builders at last rea] 
izing the benefits of good design. While the ls 
place design may work fine in the Northwest (th 
region for which it was designed), unless it wer 
completely air conditioned it would be impossibl 
in Dallas. I don’t believe it was the intent of th 
competition for a builder to capitalize on the pul 
licity afforded its winners at the expense of futur 
owners who would buy, expecting the full bene 
fits of contemporary design and finding then 
selves owning an improperly oriented house. . . 

I am glad Mr. Tipps of Dallas (THE Macazin 
or Burupine, Feb. 51, p. 31) likes the fine di 
sign, but I fail to see the logic in objecting t 
building Cape Cod in Dallas, and yet transplan 
ing Seattle modern, good looking as it is! . 
Mr, Tipps missed the whole point of the comp 
tition—that an architect can design a good lool 
ing, commercially feasible house. Mr. Tipy 
would do well to hire a local architect or hii 
Mr. Walker to do a Texas house, 

Rirr Stirman, Design. 
Abilene, Tex. 


Sirs 

As an ordinary but, I hope, intelligent hous 
wife and mother, I offer these criticisms of Brus 
Walker’s prize-winning small house. 

First, a house without a second toilet is mo 
unsatisfactory . . . if you could poll the avera; 
family, you would find that most people consid 
two toilets a necessity. ... 

Second, I cannot believe that many housekee 
ers would enjoy having the kitchen by the ma 
entrance, especially with a large window th 
would allow anyone approaching the door a ft 
view of the kitchen. 


Third, a fireplace is greatly to be desired. . 
Mary WEsTLAt 


Rowayton, Conn. 


© Let Reader Westlake look again; the greatly-to-b 
desired fireplace is there —Ep. 


HOSPITAL COMPARISON 
Sirs 


I congratulate you for presenting the “Ti 
Builder’s” and “Top Architect’s” hospitals (Fe 
*50). I think that those who contributed to the 
creation also deserve to be commended for t 
many specific achievements. 

However, in the case of the “Top Builder’ 
hospital some of the “achievements” have ov: 

(Continued on page 57) 
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RN o Pee 4, 
™ Way ReLiEve® 


"| FOR LESS 
The NEW WAY 


Yes, for as much as 10% less! The New Way reduces the use 
of building materials, eliminates the necessity of suspended 
ceiling constructions to seal off drainage lines; it saves time 
and labor required for completing plumbing fixture installa- 
tions. Insist on wall type plumbing fixtures installed with 


Zurn Wall Closet Fittings and Carriers. 


J.A. ZURN MEG. CO. erie, Pa. u.s.a. 


PLUMBING DIVISION 


Sales Offices in All Principal Cities A iy i 

| d j ne’ | The Zurn Carrier Catalog and Handbook de- 

Pre-eminent Manufacturer of Sanitary Products for the Protection of À 4 | a Vs scribes the complete line of Zurn Wall Closet 
= `i J Fittings and Carriers for all makes and types 

>” D of plumbing fixtures, Use it with Zurn Carrier 

a Indexes and fixture catalogs to save time in 
_" selecting and specifying wall type fixtures. 


Human Health and Modern Structures. 


...and reduce the cost of maintaining 
cleanliness to an all-time low. 


Immaculate cleanliness is no problem in rest rooms with fixture- 
bare floors—where plumbing fixtures are off the floor, because 
there is nothing to interrupt the sweep of the broom and the 
swish of the mop. Fixture-bare floors reduce the day-by-day dol- 
lar cost of maintenance to an all-time low while lifting sanitation 
to a new high. The New Way uses wall type plumbing fixtures 
installed the Zurn Way —the simple, fast, safe way to install 
wall type closets, lavatories, sinks and other fixtures. The New 
Way reduces the cost of building and gains more usable floor 
space and protects rest rooms against premature obsolescence. 
Insist on wall type plumbing fixtures in rest rooms of old and 
new factories, in schools, hospitals and every other type of build- 
ing. Write for booklet entitled “You Can Build It (Cubic Foot 
of Building Space) For Less The New Way”. 


Write for this booklet. It tells 
how “You Can Build It (Cubic 
Foot of Building Space) For 
Less The New Way”. 


l 
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iched themselves. While 530 sq. ft. per bed is 
ly remarkable considering the accommoda- 
ns which have been accomplished, some of this 
lievement is derived from the fact that ends of 
ridors are used to house important functions. 
is not only shuts out light and ventilation from 
corridors (such light and ventilation are as 
portant in a hospital as medicine), but in ad- 
ion, it will be necessary to destroy services 
itly bought and replan adjoining spaces be- 
e the hospital could expand in the future. 
\nother direction in which the creators of the 
asterpiece” have overreached themselves is in 
ucing all finishes to cement, plaster and as- 
ut tile. That being so, the saving accom- 
shed with these finishes is apparently small as 
major saving seems to be in the conserved 
ice. However, because of this fleeting economy, 
hospital will be burdened for life with a very 
h maintenance cost. This, too, I submit, is 
se economy. 
lendelsohn’s hospital is, of course, beautiful 
| his esthetics were achieved in spite of a nar- 
y site. I assume that the architect used due 
sion to obtain a site where it would not be nec- 
ary to soar it into the air and to have so few 
Is per floor that one nurse would be obliged 
cover two floors. To quote Florence Night- 
ale, “. . . the nurse should never be obliged to 
t her floor” otherwise “the nurse is converted 
» a pair of legs.” 
ISADORE ROSENFIELD, Architect 
New York, N. Y. 


WN, DOWN, DOWN 


Iere is an outline of American Residential 
thitecture from the year 1900 to 1960. 


Soames, , 


W. A. WOLLANDER & ASSOCIATES 
Housing Consultants 
Tacoma, Wash. 


FICE BOY COLLABORATION 


Vhoever wrote the February article on the 
rristown hospital should be put in a corner 
1 his face to the wall. Out of his anxiety to 
ce Builder Eken imposing, your reporter hid 
Architects Ely in the closet. You said: “Eken 
. loaned two men to the architect’s office to 
) make sure that all details were worked out 
economical construction and to help write the 
sifications in builder’s language.” Only a 
ve man would not shrivel to read in an article 
ut his own work that it would be a “great day 
America” when “great builders like Andrew 
n get together with great architects like Eric 
idelsohn.” 

think it’s wonderful to have giants roam the 
h, but don’t you think that you should save 
sort of language for Hollywood and the Ad- 
ising Club. And don’t you think in a maga- 


(Continued on page 58) 


Whether you're working on essential civilian 
projects needed in a hurry... or on top 

priority defense facilities, you'll expedite the 
entire job with Mesker Steel Sash. Hundreds of 
standard sizes give you unlimited design 
latitude. A standard product that’s as familiar to 
every draftsman and specification writer 

as his pencil, steel sash speed up work, slash 
costs, get the job under way FAST! 


Mesker 


STEEL WINDOWS . .. KNOWN FOR THEIR - 


Strength 


When the heat’s on to get the job going, is no 
time for engineers to get involved with a 
mathematical marathon! Mesker Steel Windows 
are a known quantity to every engineer. He 
knows they resist extreme wind pressures 

with a comfortable margin of safety. He KNOWS 
that, where strength is vital, steel windows are 
most dependable. And of all steel windows, 
he'll agree MESKER is strongest—by far. 


Mesker 


STEEL WINDOWS . KNOWN FOR THEIR 


Strength 
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zine of architecture that the architect should 
least be given a decent burial? 

It would seem to me that your article thru 
the builder forward as a planner, although I 1 
taught that the builder was an entrepreneur 
also was taught that architecture and build 
was a social enterprise; that hospitals were bi 
for sick people, that they were staffed by ply 
cians and experts who were consulted in pl 
ning hospitals, that specialized mechanical er 
neers and structural engineers contributed tl 
share, and that the architect put everything 
gether in a building—no small task. The arc 
tect is still the master-builder, and it’s wrong 
put planning in the zone of theory and constr 
tion in the zone of practice. If the time sho 
come when the trained architect of today does 
qualify to plan a building, then an architect o 
higher order may take his place, maybe men | 
Eken, or Mendelsohn-Eken. That time has 
come yet. Until then, it would be well to consi 
the architect as the planner instead of the bu 
er’s office boy. 

Mitton FrepertcK Kircuman, Archi 
New York, N. Y. 


® Nor should the builder be the architect’s office b 
Close collaboration within an architect-builder te 
will produce better buildings—Ep. 


SHORT BRICKS 
Sir: 

We have read with interests your January 
ticle entitled “Wanted: Substitutes the Buil 
Can Use.” Our interest was particularly attrac 
to your statement that “there is no shortage 
brick and none is expected. . . . In the tile fi 
only glazed tiles have been short.” 

We think you are somewhat over-optimis 
We are one of the largest manufacturers of c 
products in the Southeast and are approxima 
six months behind on deliveries of all of our pi 
ucts. Furthermore, this situation has exis 
since early in 1950. 

We wish to commend you for the continued 
cellence of THe Macazine or Burtpine. It 
ables our sales staff to keep up with the nev 
ideas in architecture, and it is a source of p 
sure to all who read it. 

W. A, REISER 


Merry Brothers Brick & Tile 
Augusta, Ga. 


ARCHITECTS’ SCORE CARD 
Sir: 

Perhaps it would be of interest to archil 
to know on what basis one individual famil 
nally selected an architect for their house. 
wife and I were confronted with four appare 
capable architects from which to choose. | 
is how we graded each architect and made 
final selection. We asked ourselves the follor 
ten questions: 

In his work for others, do we like 
His erris sacca ahevewes nese cewek ody 
Bis THCTIONS) cada es seib ebscdd Ras wesw s 
His: site relationship: occ. i sue se a« scree 
His: caliber of clients 000 cassie saisccer 


In his work for us, do we like 


is approach to our problem........... 10 
is openness to suggestions ............ 10 
is apparent personal interest .......... 10 
is fee and method of payment ........ 10 
In general, does he have 

ppropriate experience .....seesseeees 10 
he: time: todo oup JOD wee.00 000600 ves 10 

100% 


Wituram S. BALLARD 
Topsfield, Mass. 


AT OFF AND ON AGAIN 
ir: 
My hat off to your art department (see Bel- 
ischi’s church, Tue Macazıne oF BUuILpING, 
an. °l); but my hat back on again to American 
hoto-engravers who frequently spoil everything 
photographer may try to do. 
Pietro Bretiuscut, Dean 
School of Architecture & Planning 
Massachusetts Institute of Technology 
Cambridge, Mass. 


PARTMENTS OBSOLETE? 
ix 
My answer to Mr. Downs’ question (THE Mac- 
ZINE OF BurLpinG, Feb. ’51, p. 107) is “apart- 
ients are not obsolete.” When designed properly 
ley are economical to build and offer conveni- 
nce which cannot be duplicated in a private 
ome.... 
A 200-family development, each unit occupy- 
ig about 4,000 sq. ft., requires about 18 acres 
ith a land coverage of 16 to 20%. The same 
umber of families can be housed in a single 
uilding with about 2% land coverage. The bal- 
nce of the land can be used in many ways to 
ake living in the apartment attractive and in- 
resting. Some 95% of the apartments, and this 
cludes 2, 3, 4 and 5 room dwelling units, enjoy 
rough ventilation, automatic elevators, sound- 
roofed bedrooms, incinerator, heat, hot water, 
tc. at no greater cost than the private house... . 
CHARLES Henry Sacks, Architect 
Brooklyn, N. Y. 


UDOS 

ir: 

Although for many years I have been a severe 
titic of your approach to home building prob- 
‘ms, I now commend you most highly for what 
»ems to me a change in attitude. 

In our fight to preserve the industry from fed- 
ral encroachments and to improve our building 
:chniques, we need a great deal of assistance. 
our magazine can be of tremendous help, and 
am sure it will be if it continues its present 
own-to-earth policy toward our industry. 

Grorce W. Mitter, President 
Miller Homes, Inc. 
Detroit, Mich. 

irs 

Sincerest compliments on your issue of Jan- 
ary. It is an outstanding achievement in both 


(Continued on page 60) 


Any job goes faster when contractors use 
familiar materials. That's why steel windows 
are a favorite in times of high costs and 
rush work. Mesker Steel Windows, fully a 
third stronger than other makes, are aspirin 
for on-the-job headaches! They arrive intact, 
store easily, resist rough handling, go up 
fast, need no bracing, eliminate costly 
call-backs, require no “delicate” adjusting. 


Wesker 


STEEL WINDOWS .. . KNOWN FOR THEIR 


Strength 


“When can we move in?” Most owners ask that 
question the moment they agree to proceed 
with the project. Steel windows, Mesker’s in 
particular, speed occupancy. They save weeks of 
time in the drafting room. They save weeks 

on the job, replacing slow-going masonry work. 
They save weeks at the end, reducing interior 
finish. Mesker Steel Windows save everybody — 
time—and money, too—from start to finish. 


Wesker 


STEEL WINDOWS . . . KNOWN FOR THEIR 


Srrength 
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publishing and architecture. 

Our copy has seen such hard use that it is dos 
eared already. Each time that it comes in for 
three-point landing on the library desk, it neve 
makes it. Another hand takes it in mid-air. . . 

Erik von Lauau, Directe 
Jackson-von Ladau School 
Boston, Mass. 


UN’S GLASS PRISM 
Sir’ 

... Your article on the United Nations’ buil 
ing (THe Macaztne or Burtpine, Nov. °50) we 
a great stimulant for discussion and thinking. . . 

The Board of Design’s monumental solutio 
and Director Harrison’s interpretation of the A 
sembly Hall seem perfect. Nevertheless, the cei 
tral monument did not have to be the “Secr 
tariat? but a “slender prism of glass and ste: 
(or marble) to house the UN people” in a som 


what more free form than the “cliché from tl 


dead past and the dead present.” It would for 
a harmonious group with the Assembly Hall 
present elegant shape, all placed, “amid lanı 
scaped gardens.” on top of “a gigantic rectangle 
of the Secretariat (see cut). 
Jonn S. FRANKOWSKI, Archite 
Curitiba, Brazil 


ERRATA 
Sir: 

In the Jan. ’51 issue (p. 196) there is an ai 
vertisement by the Insulux Division of America 
Structural Products Co. in which this firm- 
Seelye, Stevenson & Value—is listed as the arch 
tects of International Business Machines Pla) 
No. 2 at Poughkeepsie. N. Y, 

It is incorrect because Seelye, Stevenson 
Value are not architects but consulting engineer 

It is damaging to us because we are depende 
on architects’ good will for a large part of o 
business and do not wish to appear as compel 
tors of architects... . 

Exwyn E. SEEL) 
New York, N. Y. 


@ In the January presentation of “Architect Su 
gestions for Builders” the detail credited to Lay 
rence Perkins (p. 113) was actually designed | 
G. Holmes Perkins; and the creation of a “sen: 
of spaciousness” in the bedroom by Archite 
Richard Neutra (p. 116) was done not with mirro 
set in the corner next to the window but by 
corner window of mitered glass.—Ep. 
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33% MORE STRENGTH! 


Yes, because of their greater 1⁄4” depth, and 
because Mesker uses more steel, Mesker’s Steel 
Window members are fully one third stronger. 

Whether you're interested in greater freedom 

on the drawing board, sturdier window 
construction, faster installation, or years of 
perfect service, look to Mesker Steel Windows, 


with the deepest steel window sections made. 


a ~-Callin_your 
itm MeskerSales Engineer 


E STEEL WINDOWS .. . KNOWN FOR THEIR 


Macy’s (SAN FRANCISCO) built an addition 
rr -and switched to 


na 
Too 


Macy's, San Francisco 
Architect W. P. Day; Engineer C. E. Bentley 
Scott Company, Heating Contractor 


When Macy’s built the addition to their magnifi- 
cent San Francisco store they settled the heating ques- 
tion for all time!! 5 Kewanee gas-fired Steel Boilers 
were installed to provide the heat needed for the 
entire structure, both new and old. 


Again one of America’s leading retail establishments 
turned to Kewanee for dependable, economical heat. 


5 Kewanee Steel Boilers . . 


. produce 


an van al m 29 million Btu. 
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THE 


ONLY ELEVATOR SYSTEM THAT RUNS THE 900 


Elevators are like race horses. The only 
way to tell which one is best is to “‘time” 
them under pressure. 


When you time Selectomatic’s “running 
time,” you see what fast service really 
means. For instance, in one Selectomatic 
installation this fabulous system gets 900 
people out at night in 15 minutes flat! 
(25 % faster than in pre-Selectomatic 
days.)* And it’s done with fewer cars—an 
investment factor worth considering. 


All over the country, in new-building 
and modernization jobs, the wise money is 


riding on Selectomatic. So, if you’re think- 
ing about an elevator investment. . . test 
ride Selectomatic before you decide. Notice 
how you speed from floor to floor. See how 
Selectomatic always stops exactly level 
with each floor . . . never wastes time 
releveling. 


Write us today for the names of Selecto- 
matic installations you can “‘test-ride” in 
your locality. Westinghouse Electric Cor- 
poration, Elevator Division, Dept. F-1, 
Jersey City, N. J. 


*Facts given on request. 


FLAT 


For years, Westinghouse engineering developments have stimulated the vertical transportation 
industry to strive for ever higher standards of quality and efficiency. In every phase of vertical 


transportation—equipment, maintenance, and service— Westinghouse has been the vanguard 
for progress. So, whatever your traffic problems may be—there’s a Westinghouse Integrated 
Vertical Transportation System to solve them completely. Look ahead with the leader. . . 


~~» Westingho 


use 


J-98596 


Hometown, U. S, A. Another of the 


nation’ s finest home developments 


A street of homes in the Home- 
town development by J. E. Merrion & Co., 
12 miles southwest of downtown Chicago. 


OMETOWN, U.S.A....where pride of ownership combines with the 
comforting assurance of a protected investment ... where the charm of 
friendly suburban living is matched by the convenience of a great city at 
your very doorstep . . . where every house enjoys a lovely vista of gently 
curving streets and drives. HOMETOWN, U.S.A., planned and built for 
the veteran to raise his family as a family should be raised, in God’s good 
outdoors—in a warm and neighborly atmosphere of community pride. 


In Chicago’s HOMETOWN in the vicinity of Crawford Avenue and 
West 90th Place, several hundred dwelling units of the planned 1600 
units that are already occupied or nearing completion are equipped with 
AllianceWare bathtubs. 


Most important among the essentials of modern living in the American 
way is modern home equipment—modern bathrooms and modern kitchens. 
There are sound reasons for the choice of AllianceWare porcelain-on-steel 
sanitary ware by leading builders. Modern styling, stainproof surface and 
choice of colors in AllianceWare enhance the beauty of bathrooms, large 
or small. 


Practical details of AllianceWare construction, such as exact dimensions, 
wall guard flange that stops water leaks around the tub at the wall line, 


and anchor lugs which prevent shifting or settling of tub are added values 
for the builder. 


Your plumbing contractor will be glad to give you full details of 
AllianceWare, or write us for catalog sheets describing the complete 
AllianceWare line. 


Bathroom equipped with an AllianceWare bathtub and an 
AllianceWare lavatory 


HOMETOWN is being erected by 
J. E. Merrion & Company 
Emil J. Minx, Architect 


ALLIANCEWARE, INC. è Alliance, Ohio 


Bathtubs e Lavatories e Sinks 


AlliancéVare 


sron 
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EL PANAMA HOTEL 
Management: Kirkeby Hotels 

Architect: Edward B. Stone 

Associate Architects: Mendez and Sander 
Interiors: Florence Bates Hayward 
Locks: by Sargent 
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For the hotel that FORTUNE called “the most spectacular 
building of its kind in the Western Hemisphere,” 

the choice was Sargent Integralocks — 

finished in aluminum with square escutcheon plates, 


Let us send you complete information about the superior 
mortise lock that is styled for today. Dept. 6D 


New York New Haven, Conn. Chicago 
Builders Hardware and Fine Tools since 1864 
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the power of 
the future 


CYCLONIC 
COMBUSTION 


©, YCLOTHERM 


STEAM GENERATORS 


The slogan “Years Ahead in Steam 
Generation” is NOT just an advertising 
phrase. 


The truly amazing method of Cyclonic 
combustion was proven successful, first 
by the U. S. Navy, second by U. S. in- 

dustry. Full power operation from a cold 
start in 15 to 20 minutes. Savings up to 
50% on maintenance. Great fuel and 
operational savings. 


Details of these and many other facts 
regarding Cyclotherm generators are 
available by writing Dept. D. 


Boilers are designed for oil or gas opera- 
tions from 18 thru 500 h.p., 15 to 200 
lbs. operating pressure. 


Your phone book will give you the address of your 


CMALOG local Cyclotherm office. 
in 


SWEET’S FILE 


Avent cruRa CYCLOTHERM CORP., OSWEGO, NEW YORK 
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BEHIND THE BLUEPRINTS 


ROBERT CARSON and EARL LUNDIN 
are veteran office building architects 
having worked on the Rockefellei 
Center designs from preliminary 
sketches to completed buildings 
They have been partners since 1939 
are resident architects for the Cen 
ter, have also nurtured a busy practice that pro 
duced two major postwar office buildings in Nev 
York City, and a third, the best of the year, ir 
Tulsa, Okla. (p. 104). 


JACK HILLMER is a born Texan and a 1941 gradu 
ate in architecture of its state university. During 
World War II he migrated west to join a desigi 
group at San Diego’s Consolidated Aircraft Corp. 
helped develop the giant B-36, often calls on hi: 
bomber-building background to solve house de 
sign problems (e.g. the Ludekens House, p. 110) 
Drawn by the city’s architectural temperament 
Hillmer opened a San Francisco office in 1946 
intersperses practice with teaching design at thi 
University of California’s School of Architecture 


Able, affable EDWARD D. STONE has won mor 
than 10 awards, scholarships and medals in th 
course of his distinguished career in architecture 
Since establishing individual practice in 193: 
he has developed such prize-winning designs a 
the A. Conger Goodyear House on Long Islanc 
the Museum of Modern Art and the latest beauty 
El Panama Hotel (p. 138). Stone is a native « 
Arkansas and an honor graduate of Harvard an 
MIT’s architectural schools. Associated with hir 
is architect-nephew Karl J. Holzinger, Jr.. ta 
ented young alumnus of the University of Illinoi 
and Taliesin. Octavio Mendez and Harold W 
Sander, Panama City architects, collaborate 
with Stone’s office on El Panama’s design. 


PRESTON STEVENS and JAMES WILI 
INSON are partners in a 32 year ol 
architectural firm known as Burge 
Stevens until Flippen Burge’s deat 
in 1946. Stevens is a Georgia Tec 
alumnus, was one of the firm’s foun 
- ers. Wilkinson is an Alabama Pol 
tech graduate, came to Burge & Stevens in 193 
became an associate four years later. The pre 
ent organization planned $20 million worth 

buildings in its Atlanta office last year, includir 
two noteworthy schools in Georgia and Alaban 


(p. 160). 


Philadelphia engineer GHARLES S$. LEOPOLD ora 
uated from the University of Pennsylvania 
1917, has had his own consulting office for i 
years. A heating and air conditioning speciali: 
he has engineered the cooling of such vast stru 
tures as Washington’s Pentagon Building, t) 
U. S. Capitol and New York’s Madison Squa 
Garden. His latest work in the field of pan 
and air cooling is presented on page 166. Leopo 
is an avid researcher, has written several pape 
on allergy. smoke control and varied aspects 
thermodynamics. 


COMPLETE « FACTUAL « SIMPLIFIED 


The new 48-page Tile Handbook represents the experience 
and best judgment of the country’s leading manufacturers 


and installers of Clay Tile. 


Distribution has been made fo Architects and Specifiers 


This useful handbook includes much material never before assembled in one 
convenient book, including (1) Tile specification (2) related work and 
(3) a comprehensive appendix and glossary of terms. 


MAKE YOUR FILE COPY AN ACTIVE “WORKING TOOL”! 
TILE COUNCIL OF AMERICA EEn En ee ee ee ee a A, 


PARTICIPATING COMPANIES «+ American Encaustic Tiling Co. 
Architectural Tiling Company, Inc. + Atlantic Tile Manufacturing Co. 
B. Mifflin Hood Co. + Cambridge Tile Manufacturing Co. + Carlyle 
Tile Company ¢ General Tile Corporation + Gladding, McBean & 
Co. * Mosaic Tile Company * Murray Tile Company, Inc. + National 
Tile & Manufacturing Co. + Olean Tile Company ¢ Pacific Clay 
Products © Pacific Tile and Porcelain Co. + Pomona Tile Manvufac- 
turing Co. ¢ Robertson Manufacturing Co. * Summitville Face Brick 


| 
| 
| 
i 
I 
i 
Co. * United States Quarry Tile Co. i 
E 
E 
| 
4 
a 


TILE COUNCIL OF AMERICA 
Dept. MB., 10 East 40th Street, New York 16, N. Y. 


Enclosed please find $2.00 for an additional copy of the 
new Tile Handbook. 


NAME TITLE. 


FIRM NAME 


THE MODERN STYLE IS CLAY TIL 


FIRM ADDRESS 


The Control Center 


that OUTSMARTS ACCIDENTS 


No longer is it necessary to expose personnel to 
“hot” buses or to sacrifice safety to gain accessi- 
bility to your control centers. Removal and re- 
placement of Westinghouse Starter Units is safe 
and simple. “Magna-Grip” stab connectors 
simply “plug-in” to the power bus. 
To work on the panel, starter unit may be 
Q withdrawn to a tilt-out disconnect position 
É and locked. The unit is “dead”... com- 
Y pletely disconnected from the power bus 
and self-supporting in this position. Pro- 
tection is assured since it is impossible to 
reach around the starter unit and touch 
the bus. 


-For work on the bench, it is a simple 
matter to remove the complete starter unit. 
Note that the unit door remains on the panel 

Q so that it can be closed to guard the exposed 
Y bus. Rigid guide rails in the structure facil- 
itate replacement of the starter unit. These 
rails align the starter and steer the “Magna- 
Grip” stab connectors into accurate contact 
with the power bus. 


HIGH POWER 
LABORATORY 
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Westinghouse Control Centers offer still more 
points of safety. 


For example: 


Complete baffling to localize unusual arcing if 
faults occur. 


Interrupting capacity of each starter not less 
than 15,000 rms amps. 


Self-cooling construction for foolproof 
ventilation. 


Sturdy structures that are self-supporting. 


Get all the facts as presented in booklet B-4213 
from Westinghouse Electric Corporation, P. O. 
Box 868, Pittsburgh 30, Penna. 


J-27008 


Latest development in 


-ROCKLATH 


"TM Reg US Pet OR. 


plaster base 


Applied without spacers: saves 
labor, plaster; brings protective gyp- 
sum in contact with steel of columns. 

For 3- or 4-hour ratings, two lay- 
ers of ROCKLATH are applied, then 
wrapped with 1-inch, 20-gauge 
hexagonal wire mesh. 


PLASTER plus PERLITE 


Gypsum plaster to complete the 
“wall of fire protection” . . . perlite 
aggregate for light weight. (For 
one-hour rating, sand may be used i 


Perfectly timed to solve some of today’s most 
critical building problems is a new method of 
fireproofing steel columns with ROCKLATH and 
plaster. It makes use of materials in ready supply. It 
is speedier than any other method. Saving plaster as 
well as man hours, it effects important building 
economies. Flexible in application, various plaster 
thicknesses provide fire ratings of from one to four 
hours (tests were completed recently at the National 
Bureau of Standards). For corresponding ratings, it 
weighs approximately half as much as tile and 


one-fourth as much as normal concrete, thus 


permitting important savings in structural steel. 
f 


Detail and specification sheets on fireproofing columns with 
ROCKLATH and plaster are available from Dept. 140, 
United States Gypsum, 300 W. Adams St., Chicago 6, Ill. 


C £ WILSON .. -CO-ORDINATOR 


Here's one answer, Mr. Wilson: 


is big steel saver 


It saves critical materials . . . saves man power 


.. . Saves time... saves building expense! 


It’s the new non-load-bearing partition assembly 
developed by United States Gypsum—one of the 
latest building systems to come out of this com- 


pany’s imaginative and practical research. 


Permitting four different overall wall thicknesses, 
from 444" to 8”, the new partition assembly 


meets practically any job requirement. A typical 


514” installation offers a one-hour fire rating and _ 


a sound-transmission loss rating of 46.5 db. The 
assembly conceals pipes, conduits, air ducts. And 


although light in weight, it’s exceptionally strong. 


Best of all, it meets the needs of today’s defense 
program, saving steel through the use of 
ROCKLATH Plaster Base with TRUSSTEEL* STUDS. 
In addition, its lighter weight may, in mdny 


cases, permit the use of less structural steel. 


And it really goes up fast—as the sketches at the 
right clearly indicate. 


y 
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TRUSSTEEL Studs are erected in 
standard manner, requiring no 
special skills or tools. 


Either Plain or Perfor« 
ROCKLATH, the fireproof gy 
lath, can be used as plaster | 


*T. M. Reg. U.S. Pat. Off. 


: ROCKLATH is attached to the 
ds quickly, easily, permanently, 
the BRACE-TITE Clip System. 


Hh 
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The RED Top* basecoat plaster should be 
followed by famous lvorY* Finishing Lime com- 
bined with RED Top Gauging to complete the 
architectural design and provide a superior 
base for any interior decoration. 


Fireproof, strong, versatile, RED 
Top Gypsum Plaster makes the 
ideal basecoat. 


in one thrifty step 


Now at last—a finish plaster that bonds 
securely to smooth concrete! No bush-hammering, 
buffing, spackling; no white coat necessary. 
No more need for costly furring, 

lathing or conventional base coat on smooth 
concrete ceilings. Now released by U.S.G. 
after two years of field testing, new 

RED Top* Cover Coat is a specially prepared 
gypsum finishing plaster for use only on 
smooth, unpainted concrete ceilings, 
columns and beams. Quick-mixing and 
easy-troweling, Cover Coat is applied in one 
Or two Coats over a special neutralizing 
bonder to a total thickness of not over 14”; 
one ton covers 300-500 yards. Eliminating 
form laps and other imperfections, it 
provides a finish surface ready for decorating 
with oil, oil resin or casein paint. 


*T. M. Reg. U. S. Pat. Off. 


RED TOP 


FINISHING PLASTER 


microscope shows how SHEETROCK Sealer 
lays*the nap on any gypsum wallboard 


It’s finer, better, surer, six important Ways: 


1. Lays face paper nap 4. Controls suction 
2. Prevents asphalt spotting 5. Highly pigmented 
3. Easy.and réady fo use 6. Provides “tooth” 


No doubt about ii—this:new sealer really lays the nap 
on gypsum Wallboards. The micro-camera in photo 
“A” (magnification, 15 diameters) reveals the heavy 
nap and raised fibers of the face paper—inherent in 
all gypsum wallboards. 

Now study picture "B” (magnification, 15 diameters). 
The nap and fibers are neatly laid down fo stay, ready 
for any Spirit-thinned paint or enamel—or for wall- 


paper. 
Remember its five other advantages, too—six im- 


portant advantages iñ all to give you better decorat- 


ing with spirit-thinned finish coats. 


United States Gypsum 


~ 
US 

D For complete information and specifications on products 

described in these pages, or on any of the hundreds of USG 

products for building, consult your U.S.G. Architects’ Service 

STATES Representative, or write: Architects' Service Department, United 

States Gypsum Company, 300 West Adams St., Chicago 6. 


For the ideal painting surface, 
on any gypsum wallboard... 


Channel formed by recessed edges Cement “buttered” into chanr 
of gypsum wallboard, ready to PERF-A-TAPE reinforcement imb: 
receive PERF-A-TAPE* Cement. ded, covered with two finish coc 


SHEETROCK Sealer lays face pa- Result: ideal dry-wall surface 


per nap and equalizes suction over any spirit-thinned paint or ena 
both paper and joint cement. —or for wallpaper. 


*T. M. Reg. U. S. Pat. Off. 


House Beautiful’s 
Pace-Setter Home 


Architect: Edwin A. Wadsworth 
Builder: David A. Bohannon 
Organization 


Schlage Saturn Design 
with Riviera Escutcheon 


WEISWAY 


- GRIP, 


Zi 


OF VITREOUS PORCELAIN 


A Better Receptor for Stall Showers 
with Walls of Tile, Marble, Glass, etc. 


For beauty... for safety... for absolutely leakproof service at the most vital 
points in shower construction . . . specify the Weisway Vitreceptor. The textured 
sea shell pattern in a neutral tone on lustrous white harmonizes with any color 
scheme. Foot-Grip, No-Slip floor is safe, wet or dry, non-absorbent, easy to 
keep clean and sanitary. 


Formed in one piece, of 14-gauge enameling iron, with vitreous porcelain 
finish inside and out, Vitreceptor has no dirt-gathering joints, nothing to crum- 
ble away. No metal underpans or wall flashing are required, no messy mastic 
or other “waterproofing.” Vitreceptor stays /eakproof—assures client satisfaction 
through the years, protects your reputation. For better stall showers with any 
practical wall material specify Vitreceptor. Write for new catalog folder with 
dimensional and installation details. 


Protection at Vital Points 


Adjoining finish wall materials are enclosed 
within a continuous rim which is an integral 
part of the Vitreceptor body. This feature 
provides a positive wall flashing and assures 
a leakproof meeting joint, whether the wall 
material is tile, as in the illustration at the 
left, glass, marble, etc. 


HENRY WEIS MFG. CO., INC., 402 WEISWAY BLDG., ELKHART, IND. 
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EXPLODED: 
THE BIG BOMB SHELTER IDEA 


Dispersed and prefabricated, small shelters of 
cast concrete will save more lives and dollars 
than the subterranean community shelters now 
planned by civil defenders—a timely argument 
by Paul DeHuff* 


The fallacious idea that large, centrally located 
community bomb shelters would protect our 
populace from modern bombs of the atomic 
and hydrogen type has swept the nation. Cı- 
vilian defense agencies at all levels have been 
urging and planning them. They are pictured 
by their advocates as affording the last word 
in civilian protection. And well they might, 
for nothing yet advanced by our ostrich-think- 
ers could provide such entrapped means for 
mass-suicide. 


One need not be a city planner, a nuclear 
physicist or a structural engineer to explore 
and thus explode the possible deadly disadvan. 
tages of the large, mass bomb shelter. We 
need only recall some of the past’s great mas: 
catastrophies—both above and below grounc 
—to foretell the tragic results which custom 
arily follow panic and intense congestion. We 
need only to visualize, step by step, what woulc 
happen to people suddenly converging on anc 
occupying in great number these undergrounc 
lethal chambers. 


Underground garages: for cars, not people 


Let us suppose, for illustration, that such ; 
large underground enclosure as San Fran 
cisco’s Union Square garage, in the very hear 
of any community, were designated and pre 
pared for emergency use as a human shelter i 
the event of a bomb attack. To be of any prc 
tection whatever under a direct bomb hit, it 
roof would have to be of such depth and cor 
struction as to resist the terrific depth of pene 
tration of modern bombings. Of course suc 
armor-like materials as steel and concret 
would provide some measure of protectior 
But to provide such armoring against dire: 

(Continued on page 76) 


* A production engineer, Paul DeHuff of San Fra 
cisco, Los Angeles and Portland bases his bor 
shelter arguments on a big background of practic 
experience in the construction field. He was chief co 
and methods engineer on the construction of tl 
Army’s $30 million Navajo Ordinance Depot whic 
included 800 bombproof, igloo-type ammunitic 
shelters. He has served on the Mayor of Los Angele 
Disaster Council and as chairman of Los Angel 
Chamber of Commerce’s Small House Research Co: 
mittee. He has developed numerous improvements 
concrete construction (some of which have been 1 
ported in THE Macazine or Bur_pinc—Dec. ’38 a 
Mar. 739). He is the author of various technic 
articles published in the industry press and co-auth 
of California’s contractor’s license law. 


THE USES OF 
COPPER MAY BE LIMITE 


BUT THERE ARE 


NO LIMITATIONS 


© (Above) Section of full-scale model gutter simulating in all essential 
, details an actual building installation is put through every conceivable 
' test to find out how various gauges of copper will act under a given set 
of conditions. Lamps simulate the sun, while photo at left shows how, 
after the gutter lining has been brought up to maximum temperature, 
it is cooled by water flowing over the surface, simulating a shower, 
This cooling completes a cycle in the accelerated tests. 


(Above) Dial gauges record 
expansion and contraction at gut- 
ter expansion joints during accel- 
erated tests. Transfer of accumu- 
lated movement was found more 
efficient in thicker, cold rolled 
copper than in thinner soft copper. 


on Revere Copper and Brass Research and Revere Technical Advisory Service 


e Restrictions, or no restrictions, Revere Research will 
be doing business as usual... testing, perfecting and 
improving products and techniques, working to make 
even better, more efficient products for the future. 

Actually, the limitations on copper for civilian uses 
and the filling of D.O. rated orders will probably result 
in more work for Revere Research Laboratories and 
Revere Technical Advisory Service. 

For users of Revere Products will be wanting to know 
how they can stretch their allotment of materials in order 
to get the most out of them. Revere will welcome such 
inquiries; be only too glad to work with you on your 
problems; give you the benefit of its knowledge gained 
from a century and a half of working with metals. 

For the newest in flashing installation techniques ask 
the Revere Distributor about the Revere-Simplex Reglet 
System* for flashing Spandrel Beams and Revere-Key- 


stone Thru-Wall Flashing*. He also will advise you of 
the availability of these materials, and put you in touch 
with Revere’s Technical Advisory Service in the event 
you wish to discuss your technical problems. 


REVERE (50%: 


COPPER AND BRASS INCORPORATED 
Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, N. Y. 
of e . 


Mills: Baltimore, Md.; Chicago and Clinton, Ill.; Detroit, Mich.; Los Angeles 
and Riverside, Calif.; New Bedford, Mass.; Rome, N. 
Sales Offices in Principal Cities, Distributors Rveryivbere: 


SEE “MEET THE PRESS” ON NBC TELEVISION EVERY SUNDAY 


VEAR oi oF N 
SE MERCA 


THIS UME.. . there need be 


NO HOUSING SHORTAGE 


AN OPEN LETTER 
TO HOUSING OFFICIALS 


Ten years ago, aS our country mobilized 
for defense, the building industry was 
faced with the tremendous problem of 
providing shelter for the army of workers 
and fighting men. Shelter was provided 
--but only after long periods of acute 
housing shortage in critical areas. 


THIS NEED NOT HAPPEN AGAIN. . .Enlightened 
building leaders see the advantages 
of prefabrication and are urging full 
use of the production facilities of 
this industry. These leaders advise that 
housing needs be surveyed and housing 
orders rushed to keep pace with new and 
expanded industrial and military 
construction. 


LOOK TO PREFABRICATION FOR 
COMFORTABLE, SUBSTANTIAL HOMES 


To prevent delays, to insure full use of 
the new and expanded plants and military 
installations, we recommend that all 
Government agencies and housing officials 
everywhere use the SPEED, ADAPTABILITY 
AND ECONOMY (in man-hours, in vital 
materials) which prefabrication provides. 


Prefabricated housing can promise: 


@ Speedier manufacture and erection. 


e Savings in vital materials through planned engi- 
neering and mass purchasing. 


@ Fewer man-hours, lower production and erection 
costs. 


| nap Pavel 


@ Lower delivered price per square foot. 


@ Nation-wide dealer service organization for service 
; and maintenance. 
James R. Price, President 


Prefabricated Home 
Manufacturers' Institute 


® Quality construction that meets all mortgage lender’s 
standards for FHA-VA insured loans. 


Institute members can offer qualified builders both 
single and multiple dwelling units in quantity for 
erection during 1951. 


Institute members reserve the right to pass on 
eligibility of applicants. 


PREFABRICATED HOME 
MANUFACTURERS’ INSTITUTE 


908 20th STREET N. W. WASHINGTON 
6, D. Cc. 
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e e 
We’re keeping this 
THESE SIMPSON 
ACOUSTICAL CONTRACTORS 
OFFER YOU A COMPLETE 
ACOUSTICAL SERVICE | 


ALABAMA 
Stokes Interiors, Inc., Mobile 
ARIZONA 

M. H. Baldwin, Tucson i — j oiis a 
CALIFORNIA t 

Coast Insulating Products, 

Los Angeles zs if 
Cramer Company, San Francisco 7 i 


Construction Specialties Co., 
enver 
CONNECTICUT 
W. T. Roberts Construction Co., 
Hartford 
GEORGIA 
| Dumas and Searl, Inc., Atlanta 
ILLINOIS 
General Acoustics Company, 
hicago 
Melvin R. Murdy, Moline 
INDIANA 


The Baldus Co., Inc., Fort Wayne 
KANSAS : 


sign Asbestos Products Co., 


Wichita 
LOUISIANA 
Pioneer Contract & Supply Co., 
Baton Rouge 
MASSACHUSETTS 
W.T. Roberts Construction Co., 
Cambridge 
aie 
ale Tile Company, Minneapolis 
MISSISSIPPI 
Stokes Interiors, Inc., Jackson 
ISSOURI 


Kelley Asbestos Products Co., 
Kansas City 
Hamilton Company, Inc., St. Louis 
NEBRASKA 
kely Asbestos Products Co., 


ma 
NEW YORK 
Robert J. Harder, Lynbrook, L.l. 
OKLAHOMA i BR Bie i : : i 
Harold C. Parker & Co., Inc., aniani maa 
ae City and Tulsa Truett Memorial Hospital, Dallas, Texas. Thomas, Jameson and Merrill, architects. 
The Mid-West Acoustical & Simpson Acoustical Tile installed by the Blue Diamond Company, Dallas. 


Supply Co., Cleveland, Akron, 
Columbus, Dayton, Springfield 


and Toledo Simpson Acoustica TIE helps keep it quiet in the new Truett 
a oars ll Northwest, Portland i Memorial Hospital in Dallas, Texas. This fine acoustical 
mane material was selected to control noise in the dining room, 


See Madden Sos Toc Memphis corridors, elevator lobbies, nurses? stations, operating rooms 


Blue Diamond Company, Dallas 


Oil Masay Cos, Md, Houston and therapy rooms because of its high sound absorption and 

Utah Pioneer Corporation attractive washable finish. Simpson Acoustical Tile is “keeping 
E Ea it quiet,” too, in many other hospitals, stores, offices, libraries, 
“ease eats schools, restaurants and homes throughout the country. 

Building Service, Inc., Milwaukee This sound conditioning material is preferred by architects . 
CANADA Lumber & Millwork Co., and owners everywhere. Only Simpson offers all five out- 


Ltd., Vancouver, B. C 


standing features listed below. For better sound conditioning 
specify Simpson Acoustical Tile. 


SIMPSON LOGGING COMPANY 
Sales Division, 1065 Stuart Building, Seattle 1, Washington 


on 


SINCE 1835 


ACOUSTICAL TILE 


For Better Sound Conditioning 


QUALITY 


AMERICA’S NUMBER 1 BUILDINGS USI! 


More than 10,000 YALE locks and door closers have been on duty in thi: 
| -A famous building for 21 years. NOW... 


ysl! 


selects 


New Chrysler Building East 
Reinhard, Hofmeister & Walquist, N. Y., Architects 
Turner Construction Co., N. Y., Gen’ Contractor 
Elmer T. Hebert, Inc., N. Y., Hardware Supplier > 
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MERICA’S NUMBER 1 HARDWARE 


(ALE hardware 


Yate builders’ hardware wins the specification on another impor- 
tant job—the new Chrysler Building East! 

But only after passing the toughest test of all—actual service (21 
years of it)—in the original Chrysler Building, one of America’s big- 
gest and busiest. 

During this “trial” more than 10,000 yare locksets and door closers 
demonstrated again and again the qualities that make yALE famous 
—paid such steady dividends in convenience, security and mainte- 
nance-free operation that the choice of yare for the new Chrysler 
Building East was almost automatic. 

Here’s real evidence that yare builders’ hardware produces long- 
run satisfaction—satisfaction that you can easily specify. Let your 
YALE hardware distributor or consultant help you on the next build- 
ing you plan. For specific information on any hardware problem, 
just write us, Dept. S-64 at the address below. 


25 A FULL-TIME “DOORMAN” AT EVERY DOOR! 


For a beautiful, modern building; beautiful, modern 
door closers—the new, streamlined YALE COMPACT DOOR 


cLosers. Modern in engineering as well as appearance. 
Quick, quiet, and firm in action. Easily reversible, in- 
stalled in minutes. Built for a lifetime of efficient serv- 
ice with practically no upkeep. 


YALE 8656. Gives excellent security 
for doors opening inward or out- 


JE SIGN OF A ward because of small latch which 


deadlocks latchbolt. Bronze front 


FINE BUILDING and bolts. Annealed gray iron case. 


Key changes practically unlimited. 


THE MANUFACTURING COMPANY 


Stamford, Conn. (In'Canada, St. Catharines, Ont.) 


ean 


We'll be 

happy to 

send you sam- 

ples and other 

information on 

request. Write to 

THE U. S. STONEWARE CO. 
PLASTILE DIVISION 
AKRON, OHIO 


76 architectural FORUM april 1951 


PLASCOR 


Acid - Resistant Flooring 


For Floors Where Beauty 
and Quietness are Desira- 
ble But Chemical-Resistance 
and Long Life Are a MUST 


Every architect runs into the problem—maybe 
it's the chemical building of a college, or an in- 
dustrial laboratory; it could be an ocean going 
ship, or a new defense plant; it might be a hos- 
pital. 


“We want a floor that’s acid-proof and durable, 
but it's got to be quiet, comfortable, and good to 
look at, too.” 


The best solution to that problem—in fact, just 
about the only solution—is PLASCOR, 


PLASCOR is a flexible floor tile made from 
Tygon vinyl plastic and resin-dipped cork, 4%” 
thick, in 814’, 11”, 17” and 34” squares, and 
companion top-set 4” high cove base. It’s in- 
stalled like asphalt or rubber tile. 


PLASCOR laughs at most chemicals. It should. 
Vinyl plastic is known for its chemical-resistance. 
Oils, greases, most acids and alkalies, cleaning 
agents, etc. leave it unmarked. 


Irs a tough combination to beat—Tygon vinyl 
plastic and cork. There's long wear there... . 
extra long wear. There’s chemical-resistance no 
other resilient floor tile can match. There's 
beauty, too . . . gorgeous colors. And the cork 
content makes Plascor as quiet and comfortable 
to walk on as new grass. 


No, Plascor’s not as expensive as you might chink. 
You'll be surprised how little this much better 
flooring costs, installed. 


When your client says “the floor must be beauti- 
ful, quiet, comfortable, durable, and acid-re- 
sistant’—specify PLASCOR. 


U. S. STONEWARE 


Since 1865 * kion 9, Ohio 


HEAVY DUTY FLOORING 


U. S. Stoneware has the answer to heavy duty acid-proof 
floors, too. “U. S.” Acid-proof floors have built up per- 
formance records covering 20, 30, even 40 years of 
trouble-free service. 


Wherever corrosive conditions are severe, and traffic 
heavy, in metal working or chemical 
plants, in dairies or slaughter houses, in 
distilleries or breweries, “U.S.” Acid Brick 


and Durisite Acid- and Alkali-Resistant 
Cement rate No. | in performance and 
low cost. 


BOMB SHELTERS 


hits would entail construction costs and depth 
design far beyond any such structure existin: 
or planned. 

Assuming, however, that such a shelter ha 
actually been built to withstand direct bomb 
ing, we have then a large subterranean are 
well filled for most of the 24 hours with auto 
mobiles and permeated with their by-product 
—gasoline vapors and poisonous carbon-mon 
oxide fumes. Suddenly the warning siren 
scream the alert. Our military and scientifi 
leaders tell us that there will be only preciou 
minutes—possibly seconds—between the en 
emy’s apearance on our radar screens and th 
opening of their bomb-bays over our citie 
and industrial installations. That fact leave 
no time for emptying such garage shelters o 
their bulky, inflammable contents (as anyon 
who has tried to get his car out of a publi 
garage knows) in order to make room fo 
human occupancy in any numbers or with an 
degree of comfort—not to mention safety. 

The enemy might conceivably strike at 
time when there were a minimum number o 
automobiles using such storage. Then we mus 
assume that—in a predominately business di: 
trict — most of the people patronizing an 
working in that area have left, with their car: 
for residential and other areas, thus reducin; 
if not eliminating, the need for mass sheltei 
at that particular location. 


Underground community shelters: funnel 
to tragedy 


Returning to the ideal conditions—a larg 
underground shelter, adequately covered an 
armored, with most of its floor area freely a 
cessible to the civilians who can reach it i 
time and protected at its necessarily limite 
number of entrances against blast and contam 
nation of its occupants—we still must exami: 
what may be expected to happen when it 
actually put to shelter use. 

Keeping in mind the ever-shortening inte 

(Continued on page 80) 
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Four-level building extending 50' below San Fre 
cisco’s Union Square is a good (1.700 car) soluti 
to the parking problem but a doubtful answer to 1 


bomb shelter question. 


Fonta wer fe INTRA 


The LONG glass fiber 


insulation! 


ULTRALITE—the duct liner that won’t burn! 


Ultralite Duct Liner is a flexible, semi-rigid glass fiber 
insulation designed specifically as an acoustical duct 
liner, with excellent sound-absorbing properties. It won’t 
break, chip or delaminate—won’'t flake off in air stream! 
You can run it quickly around curves and corners, run it 
through the brakes and shears with the metal, fasten it 
in place with screws and washers or adhesives. 


ULTRALITE—for general piping applications! 

For a smooth, neat wrapping job on pipe from 114” up, 
where surface temperatures do not exceed 425° F., try 
Ultralite! Goes on quickly, especially around valves and 
fittings; stands up under bumps and rough usage without 
breaking or losing thickness. Saves money, too—applied 
costs are only 24 that of hemi-cylinder pipe insulation 
for weatherproofed outside lines! Available with vapor 
barrier or weatherproof facings ‘already attached. 


ULTRALITE—the easy-to-install duct insulation! 


It’s “duct soup” to wrap air ducts with Ultralite Thermal 
Duct Insulation—it’s as easy as wrapping a package! 
Ultralite Duct Insulation is available plain or with your 
choice of 4 different vapor barrier facings, already 
adhered to the insulation. Ultralite is non-irritating, 
pleasant to handle, fire-resistant and non-corrosive to 
metals. K-factor is very low—and so are applied costs! 


ULTRALITE—perfect for metal buildings! 


Wherever there’s a place for metal buildings that need 
insulation, there’s a place for Ultralite. No need to fasten 
it in place if you insulate when the building is erected; 
simply apply Ultralite between metal skin and structurals, 
and its resilience keeps it in place . . . permanently! 
Available with 4 attractive vapor barrier facings, already 
adhered to the insulation. 


SEE OUR LISTING IN SWEET’S CATALOG OR MAIL COUPON TODAY FOR FULL DETAILS! 


a a a mo sgn a Tr E a 


Please send me full details on: AF-4 
gai FAC, 


ra Ultralite Piping Insulation 
E Ultralite for Metal Buildings 


E Ultralite Duct Liner 
E Ultralite Duct Insulation 
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A Name. L 5 4 
Piracy? 
Firm 
GUSTIN-BACON MFG. CO.! 
1412 WEST 12TH ST., KANSAS CITY, MO. 
New York Chicago Philadelphia San Francisco Los Angeles City State. 
Houston Tulsa Ft. Worth 


THIS distinctive, modern structure— 
a building of United States Sugar 
Corporation, Clewiston, Florida— 
utilizes PC Functional Glass Blocks 
as curtain walls, admitting floods of 
daylight, properly diffused for com- 
fortable vision. At night, the inte- 
rior illumination casts protective 
light on surrounding yards, besides 
heightening the impressive effect 
of the building. Engineers & Con- 
structors: Rust Engineering Com- 
pany, Pittsburgh, Pennsylvania. 


AT the Zion Lutheran Church, Port- 
land, Oregon, PC Decorative Glass 
Blocks are used in a very interesting 
manner. In the interior view, note how 
ingeniously these glass blocks have been 
placed. In buildings of all types, PC 
Glass Blocks add a highlight of beauty, 
make interiors more cheerful. And they 
assure privacy, cut off distracting out- 
side views, are easy to clean. Architect: 
Pietro Belluschi, Portland, Oregon. 


DISTRIBUTED BY PITTSBURGH PLATE GLASS COMPANY: 
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an important feature of 


PC GLASS BLOCKS 


HOW the }PC Vision-Lighting Plan is used in a structure of traditional design is shown above. The new Stone School at Walpole, Mass., 
utilized modern PC Glass Blocks with telling effect. This is another example of the adaptability of PC Glass Blocks to any architectural style. 
Besides, the PC Functional Glass Blocks installed at this school make the most of daylight. They make sure that adequate daylighting is 
admitted, diffused and directed for optimum eye comfort. What’s more, PC Glass Blocks—functional and decorative—reduce excessive heat 
losses, cut fuel expense, lower maintenance costs. For they have more than twice the insulating value of ordinary single-glazed windows; 
require no periodic painting and puttying; no repairs or replacements. Architects: Perry, Shaw & Hepburn; Kehoe & Dean, Boston, Mass. 


t The PC Vision-Lighting Plan is a construction for daylight openings consisting of orientation-keyed areas of PC Functional Glass Blocks (selected for sun or non-sun exposure) used with visione 
ventilation areas as required. Standard sash is available from many sash manufacturers for such combinations with glass blocks. 


Specify the functional glass block 
especially designed for precision work . . . 


New, exclusive features in PC Functional 

Glass Blocks make the PC Vision-Lighting 

Plan even more effective for daylighting 

areas where critical seeing tasks are per- 
formed. These include light-directing prisms 

on the interior faces of certain patterns, light- 
spreading corrugations on outside faces, a fibrous 
glass insert to diffuse still further the light trans- 
mitted by the block itself, and the PC Soft-Lite* 
Edge Treatment, which creates a better, more com- 
fortable ‘‘eye-ease”’ panel appearance. 


= 

Pittsburgh Corning Corporation 

Dept. D-41, 307 Fourth Avenue 

l Pittsburgh 22, Pa. 
*T.M. Reg. Applied forf l Without obligation, please send me your FREE 
| booklet on the use of PC Glass Blocks in in- 
| dustrial, commercial and public structures. 
|= 


Y W. P. FULLER & CO. ON THE PACIFIC COAST, AND BY HOBBS GLASS LTD. IN CANADA 


OP mersrmriate "TA 


THE ANSWER TO 


THE NATION’S NEED... 


for fast 
industrial 
expansi 


Expansion Beginning 
Spartan Aircraft Co., 
Tulsa, Okla., begins with 
15,200 square feet of 
floor area. Note com- 
pleted building below. 


sou Duy che prež 


UYONSETS 


IDEAL FOR FACTORIES, WAREHOUSES, MACHINE SHOPS OR STORAGE BUILDINGS 


For additions to your present 
plant—or for new plants—Quon- 
sets mean fast completion, econ- 
omy of materials, adaptability to 
any use. Also, when plants need 
expansion, you can add Quonset 
to Quonset, according to the need. 


GREAT LAKES STEEL 


Stran-Steel Division, Ecorse, 


Expansion Completed 


Additional Quonsets, with exten- 
sions and connecting arches, pro- 
vide Spartan Aircraft Co. with a 
total of 35,600 sq. ft. of floor area. 


NATIONAL STEEL. 
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ORATION 


Made of n-a-x HIGH-TENSILE steel, 
Quonsets provide non-combus- 
tible construction and perman- 
ence far surpassing less modern 
buildings. They require little 
upkeep —are easily maintained. 
Let Quonsets serve you. 


rrooucen 
oF 


CORPORATION 


Detroit 29, Michigan motten 


Stran-Steel and Quonset Reg. U.S. Pat. Off. 


BOMB SHELTERS 


val we can expect between a bombing alert and 
the strike, we should have no difficulty visual- 
izing vividly the physical conditions and pub- 
lic behaviour that will instantly follow the 
alarm as people converge—many of them in 
utter panic—on an underground refuge. Build- 
ing entrances and stairways would immedi- 
ately clog and crush with humanity; elevators 
would be fought over and jammed beyond 
operation; street traffic would snarl inextri- 
cably; pedestrian traffic would become a rout 
for survival; and shelter entrances, however 
carefully guarded and controlled, would sud- 
denly turn into choked, trampled funnels of 
stampeding death, surpassing the past trag- 
edies of our great theater and transportation 
holocausts. 

If we choose still to discount or disregard 
the foregoing threats to anything approaching 
safe bomb shelter use, we have yet to consider 
just how safe human life would be in these iso- 
lated caverns, once it were inside. The first 
and principal need would, of course, be an 
adequate, uninterrupted supply of oxygen, ob- 
tainable in one of two ways: the conditioning 
and circulation of air drawn from the prob- 
ably contaminated outside, or intricate, ex- 
pensive stored-oxygen sources, functioning 
somewhat on the principle of the “oxygen 
tent.” Either one of these methods would re- 
quire a constant source of power for its opera- 
tion and complete shielding against explosion- 
damage and sabotage—a difficult feat, as any 
mechanical engineer will agree. Should a 
sabotage party or paratroop attack accompany 
the bombing, it would take but little effort to 
demolish or seal off an underground oxygen 
supply and exterminate all life within the en- 
closure—a ghastly parallel to Buchenwald— 
with its victims self-chosen. 

Entrances, too, would have to be constructed 
with air-locks much like tunnel workers’ and 
divers’ “decompression chambers,” to prevent 
contamination of the interior—either by acci- 
dent or by enemy intention. These entrances 
would have to be built to permit quick. safe 
access for medical and defense personnel, fo1 
food, bedding, medicines and the removal of 
refuse, as long as the neighboring atmosphere 
remained unsafe for human activity. 


Dispersed shelters: simplified survival 


Fortunately, the civilian shelter problem has 
a solution. A solution which does not include 
the costly, concentrated mammoth bomb “shel. 
ter.” To understand this solution—and it’s c 
simple one—one should read or re-read the 
official U. S. Government booklet, Survival Un 
der Atomic Attack, a vivid, forthright, simpli 
fied description of what is likely to happen anc 

(Continued on page 86) 


QUALITY CONTROLLED 


MATICO ASSURES 


Modern Radiant Heating” 


ZMONT ORY REFUND OF 


x Mm 
S Guaranteed by w 


Good Housekeeping 
a ‘J 
Loras apvenisto WES 


Troy W. Maschmeyer, President, 
Troy W. Maschmeyer Co. 


oe Naturally, the Troy W. Maschmeyer Co. selected 
rg SS Se a Se a asphalt tile for the flooring of the radiant heated 
ile eS eae Peace pe sg Ce N , homes of its huge housing development in subur- 
i ban Detroit. Asphalt tile permits the highest BTU 

output of any floor covering. 
å Naturally, the asphalt tile specified by this Com- 
pany is MATICO. MATICO Asphalt Tile is quality- 
proved in such installations throughout the country. 
Moreover, colorful, long-lasting MATICO provides 


A 
| eae 


. OG 
ONE OF THE FEW LOW COST HOME DEVELOPMENTS FEATURING the smart wall-to-wall decor desired by today’s 
RADIANT HEATING, Troy W. Maschmeyer homes offer many plus benefits homeowners. 
to buyers — such as MATICO floors. Above, in this radiant heat installa- 1 os 
tion, 1160 feet of seamless copper tubing is placed on 9 inch centers, set on MATICO’s precision cut square corners and 
32 to 18 Inches of fill sand. 4 Inches of concrete is then poured over the straight edges allow easier, faster installation, too 


installation. A water temperature of 120 to 125° is maintained from boiler. dan important time-saving factor. And MATICO 


keeps costly breakage to a minimum. 

Easy-to-clean MATICO is available in 27 rich, 
clear colors — including exciting, new pastel “Petal 
Tones” — that harmonize readily with any decora- 
tive scheme. 

Check all the many advantages of superior 
MATICO when next you specify asphalt tile floor- 
ing. You'll find MATICO ideal for every type of 
installation. 


Get to know MATICO. 
See our insert in Sweet's Archi- 
tectural File, Section 13g/MAS 


A MODEL FLOOR FOR "MODEL" HOMES. This striking MATICO Asphalt 
Tile Floor in the model home still looks Hike new, although many 
thousands of people have walked on it, MATICO'S wall-to-wall 

decor wes è definite aid in selling the Maschmeyer homes. 


to conform to Federal 
specifications for 


MASTIC TILE CORPORATION OF AMERICA Flexure . 
Member: Asphalt Tile Institute Indentation 
FACTORIES: NEWBURGH, N.Y. © LONG BEACH, CALIF. Curling 


For Free Samples, Write Us on Your Business Stationery 
1AA 
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HOMASOTE presents 


tv NOVA Roller Door 


—the silent, fingertip flush door 
for passage ways and closets 


—developed through two years of 
constant research and field testing 


Highest in quality . . . simple and inexpensive 
to install . . . silently responding to fingertip 
control . . . here is the roller door as you knew 
it would one day be perfected. 


This is a hollow core, flush door—regularly 
sold in unselected gum, paint grade—which 
can be painted or stained for many 
beautiful effects—Black Walnut, African 
Mahogany, Birch, Red or White Oak. 


Nova Roller Doors are light, strong and warp- 
resistant. They are ideal for closets, 
basement storage, garage storage, storage 
walls and removable partitions. 


The closet may be one of the standard sizes— 
or extend the width of the room. Two or 

more doors enclose it entirely. Instead of 
opening only part of the closet, as with a 
swinging door, you have full access. And—you 
don’t waste the valuable floor space needed 
to accommodate a swinging door. 


The Nova Roller Door comes cartoned with 
special side jambs, head and floor tracks and all 
hardware installed. In less than one hour’s 
time, one man makes the complete installation. 
Nine standard opening sizes: 32”, 36”, 40”, 48”, 
56”, 60”, 72”, 84”, and 96”. Three standard 
heights: 60”, 66” and 68”. 


We urge you to write today for the full details. 


The oak floor track, laid on 
the finished floor, sets the 
proper distance between 
jambs at the bottom. Note 
rubber bumper on jamb. 


Nova SALE 


K 
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Revolving roller guides oper- 
ate in head track; vulcanized 
rubber rollers in floor track 
— assuring silent, fingertip 
control, 


Side jamb (left) is routed to 
receive the door; head track 
(right) is accurately ma- 
chined for perfect operation 
of revolving roller guides. 


A NOVASCO® PRODUCT 


> TRENTON 3,N. J. 


A wholly owned subsidiary of the Homasote Company, manufacturers of the 
oldest and strongest insulating-building board, Wood-textured and Striated panels. 


D 


7 


Sue Men...Money...Material 
wim Concrete Joist Construction 


In these days of critical shortages— 
when men and money and material must 
„be used to the very fullest, there is one 
method of building that truly meets the 
need on every count—it’s Ceco’s Meyer 
steelform construction. For here is a 
building way that saves as it serves: 
Saves men because less time and labor 
are required in providing open wood 
centering and form work. 


Saves money because less concrete is 
used...the dead load is kept at a 
minimum...less lumber is needed 
e..and since removable steelforms 


can be used over and over again, only 
a nominal rental fee is charged. 


Saves material because only a mini- 
mum of critically short steel is needed 
—and even here less concrete is neces- 
sary than required by other concrete 
floor constructions. 


Ceco originated the removable steel- 
form method of concrete joist construc- 
tion. The company is first in the field— 
actually providing more services than 
all competitors combined. So, when 
concrete joist construction fits the need, 
call on Ceco...the leader over all. 


CECO STEEL PRODUCTS CORPORATION 
General Offices: 5601 West 26th Street, Chicago 50, Illinois 


Offices, warehouses and fabricating plants in principal cities 


t oS POPC hac of 
SCHOOLS—Safe, low-cost construction is assured: 
concrete is kept at the minimum required for the 
live load. Saving in dead load reduces costs 
throughout the structure. 


CONCRETE JOISTS eliminate much of the concrete 
below the neutral axis, saving money, saving 
material. Suited to buildings with long spans: 
stores, offices, apartments, hotels. 
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you can BE SURE.. iF irs 


Westinghouse 


Heating, Cooling, 
Ventilating Equipment 


Unitaire* Home 


Precipitron* Room Coolers Coolers 


Ventilating Portable Portable 
Fans Fons Heoters 


Kitchen Equipment 


Electric es oe j . 
Refrigerators Ranges Roasters Power Distribution Equipment 
; 3 Gs | 
<r =) | 
Wire and Wiring i d 
coble devices Meters e 
Home 
Mixers Freezers Toosters Woste-Awoys* fp mg 
; Power Panel- 
Laundry Equipment Centers Transformers boards 


Other Electrical Equipment 


Clothes <<) 
Laundromats* Dryers D 
Vocuum Fixtures Television 
Cleaners ond Lamps Radios Receivers Sterilamps* 
Woter Hot 
kons Heaters Plotes Electric Passenger Freight 
Comforters Elevators Elevators 


Reg, U.S. Trodemork 
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ONE SOURCE 


for ALL electrical needs 


For residential construction—both apartment buildings and housing projects— 
Westinghouse offers one source... one responsibility for everything electrical. You can 


benefit from this fact, whatever your part in the project may be. 


Architects and engineers: We can help you develop the most efficient ways to distribute, 
control and utilize electric power. Our engineering specialists have broad experience 


covering all types of applications. 


Contractors and builders: Simplify your buying procedures by ordering all electrical 
equipment and supplies from Westinghouse. Our organization is geared to give you 


prompt delivery for integrated installation. 


Owners and operators: You get top performance from your electrical equipment because 
we co-ordinate the design and manufacture of related apparatus. And our nationwide 
chain of Renewal Parts Warehouses and Manufacturing Repair Plants provides 
unmatched maintenance service. If electrical appliances are included in the original 
project, you have the added assurance of ready acceptance by prospective buyers, or 
tenants. As the maker of nearly 40,000,000 electric home appliances, Westinghouse 
has won millions of loyal friends. 

When you have CONSTRUCTION AHEAD .. . whether residential, commercial 


or industrial . . . call your nearest Westinghouse District Office or Distributor for full 


information. Westinghouse Electric Corporation, P. O. Box 868, Pittsburgh 30, Pa. 
J-94783-C 


An Excellent Aid to Distribution System Planning 


Fact-filled pages and color diagrams completely explain 
the 11 basic systems used in industry today. This booklet 
will provide a specific answer to your power distribu- 
tion problems. 


SI 
R 


BETWEEN 
MEALS! 


PARKAY Haddon Hall 


Pattern Hardwood Floor 
Completed in 21 Hours 


The place—Hunt Room at The Cavalier, Virginia Beach, Va. The 
problem —install a 14’ x 14’ hardwood dance floor without inter- 
ruption to regular dining room service. The solution— Parkay Had- 
don Hall Pattern (basketweave) flooring. 


Three workmen began operations immediately following the break- 
fast period. First, the carpet area was removed. Then the 12” x 12” 
units of Parkay Haddon Hall oak flooring were applied with special 
adhesive over the terrazzo floor. Two and one-half hours later the 
beautiful patterned hardwood floor was ready for dancing feet— 
and customers were enjoying luncheon in an immaculate dining 
room. 


Parkay Features That Speed Work — Save You Money 


Every feature of Parkay Haddon Hall Pattern (basketweave) flooring 
makes for fast, clean installation. It comes to the job in easily 
handled 12” x 12” beveled-edged units composed of 2” x 4” and 
2” x 2” solid blocks 1” thick. The beautiful, lasting factory-finish 
eliminates messy, time-consuming, on-the-job finishing. No sawing 
or nailing. Parkay is applied with Special Adhesive over any sound 
subsurface — wood, cement, terrazzo. 


For beautiful, low cost, lifetime hardwood flooring that can be in- 
stalled in hours instead of days, investigate Parkay Haddon Hall. 
Light and medium finish Oak, Walnut, Avodire, Mahogany or Teak. 
Write for descriptive literature. Parkay, Inc., 5001 Crittenden Drive, 
Louisville 9, Ky. 


READY-FINISHED HARDWOOD 
FOR FLOORS AND WALLS 
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FLOOR Installed Ù 


BOMB SHELTERS 


what the individual can do about it. It will be 
noted that this official handbook omits con- 
spicuously any dependence on mass “bomb 
shelters” as such. 

For instance, this clear, compact set of in- 
structions emphasizes the fact that, in the im- 
mediate area of a direct modern bomb hit, 
there is little one can do to protect himself 
and his belongings, whereas, at a reasonably 
short distance from the bomb burst, the 
chances for survival are preponderantly in fa- 
vor of individual survival. And what may be 
of far greater importance to both the indivi- 
dual and his community is the fact that, indi- 
vidually and unherded, everyone can do more 
to prevent and reduce bomb damage to him- 
self and his personal property. 

Now to the question of “shelters,” other 
than basements, storm-cellars, bank vaults, 
trenches, building bases and the countless other 
forms of blast protection. Steel, concrete and 
other heavily protective shelters are practical 
and effective. But they must be of the “dis- 
persal” type, located for immediate access by 
smaller groups of the populace. Their sizes 
and locations should follow the pattern estab- 
lished during World War II in the revetments, 
the baffles, the entrenchments and the smaller 
personnel shelters erected at nominal cost on 
our air fields, our ammunition depots, our war 
posts and our war factories. Furthermore, 
such smaller, widely dispersed shelters would 
leave our large underground facilities, such as 
garages, subways and vaults free to maintain 
the vital utilities and services of the com- 
munity. 


Prefab components: for economy and re-use 


Certainly the structural engineers of the 
country, the Portland Cement Association, the 
American Institute of Steel Construction and 
Government agencies can and should quickly 
develop small shelter design and standardized 
or “module” construction, possibly for prefab- 
ricated erection on vacant properties, street 
curb lines, parks and playgrounds. Such stan- 
dardized structures would present no more 
obstruction (and only a small fraction of the 
cost) than do our continuous programs of 
community street and utilities reconstruction. 
And, at termination of the emergency, these 
structures could be cheaply dismantled or 
demolished. 

Such shelters could be provided through 
the already established construction manufac- 
turing processes used in pipe and culvert in- 
stallations. Two section-shapes each lend them- 
selves to the problem: 

1) A traverse section having the form of a 
true semi-circle, fabricated or cast in concrete 

(Continued on page 92) 


TRUSCON...0, name you can [build] on 


Truscon Architectural 
Projected Steel Window 


at t TEO TR 


test 
aria 


Truscon Pivoted 
Steel Window 


Truscon Concrete ae 


Reinforcing Steel Bars T 


F G [better] pace... 


Smart-looking ... streamlined and permanent . . . this new Greyhound 
Repair Shop at Detroit, Michigan, incorporates many Truscon Pivoted 
Windows, Architectural Projected Windows with Screens, 
Concrete Reinforcing Bars and Welded Wire Fabric. 


Credit: Harley, Ellington & Day, Architects; Arthur O. Misch Co., General Contractor. 


Truscon Welded Wire Fabric 


Greyhound sets 


See SWEET’s for complete details on the entire line of 
Truscon Steel Windows for every purpose; and write for 
detailed literature on all other Truscon Steel Building Products, 


TRUSCON® STEEL COMPANY e YOUNGSTOWN 1, OHIO 


Subsidiary of Republic Steel Corporation 


thn mannmainse af BITITRIANC OF 


Switch to prefabrication... 


profit the 


ou can stay in business—even if government loan 
curbs, rising costs and material shortages have 
limited your conventional market. The nation needs 
low cost housing, especially in critical industrial areas. 

You can fill defense housing needs, immediately, 
profitably, by building the new 1951 P & H factory- 
engineered homes. Your community gets permanent 
housing quickly...saves materials, manpower. You 
enjoy controlled costs, assured profits. 

Whether you now build 5 homes or 500, you can 
get volume sales, project savings, minimum risk, 
prompt delivery, financing by following the P & H 
Builder Profit Plan. 

You can sell quality homes priced for every volume 
market—selected from the complete P & H line— 
floor areas from 672 to 960 square feet... two bed- 
rooms or three, full basement or utility, left hand 
plans or right, “end placement” plans for narrow lots. 

This advertisement pictures only one of the 60 
elevations—all reversible—in the complete P & H 


line. Your projects gain infinite individuality, avoid 
“row house monotony,” with such P & H special 
features as gable and hip roofs, gable and hip porches, 
yard-wide eaves, trellises, jib supports, window boxes, 
classic panels, shutters and door designs. 

Government and financial agencies recognize the 
enduring quality and lasting value of P & H homes— 
planned and priced to meet all current housing regu- 
lations, national and local. P & H volume sales, easy 
financing, assure you steady profits in today’s uncertain 
home building market. 


FINANCING AVAILABLE—When local finan- 
cial resources are limited, you Can get either construc- 
tion loans or long term mortgages through facilities 
of Harnischfeger Corporation’s service subsidiary, 
Builders Acceptance Company. 

Write today for details of the P & H Builder Profit 
Plan. Ask for free booklet, “How to Win on the 1951 
Home Front.” 


PEH! Hratmiacheqer Corporation 


14 Spring Street » Port oe as Wisconsin 
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Volume Sales * Project Savings e Minimum Risk e Prompt Delivery • Financing 


way 


Architects: Kaelber & Waasdorp and Perkins & Will 
Contractor: Swartout and Rowley 


The Adlake Aluminum Windows in the new 
Indian Landing School at Brighton, N.Y., will ultimately pay 
for themselves by eliminating maintenance costs! They require 
no painting, NO maintenance put routine washing! And their 
smart, modern good looks and smooth operation will last as long 
as the building itself! 


Only Adlake Windows have the combination of woven-pile 
weather stripping and patented serrated guides that assures 
minimum air infiltration and absolute finger-tip control. And 
Adlake Windows never warp, rot, rattle, stick or swell! 


Availability and 
delivery of Adlake 
Aluminum indows 
will, of course, 
depend on current 
government alumi- 
num requirements. 


me Adams & Westlake corras 


Established 18 $ 
57 ELKHART, INDIANA • New York « Chicago 
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Building: COLUMBUS HOSPITAL— ADDITION 
Architect: Leonard Anthony Gliatto 
General Contractor: Warner Construction Co. 


Acoustical Contractor: General Acoustics Co. 
All of Chicago, Illinois 


WR esis re ve 


DESIGN for 
Clean, Firesafe, Quiet 
BEAUTY 


Fiberglas* Acoustical Tile is specified more and more,. 
especially where fire safety is a must. This incom- 
bustible tile offers a unique combination of values: 


è Fire Safe @ Sanitary 
e High Acoustical Value è Cleanable and Paintable 
e Decorative Beauty @ No Sustenance for Vermin 
® Good Light Reflection è Dimensional Stability 
è Ease of Application e High Insulation Value 
@ Low Cost 
OWENS-CORNING 
Fi BE RG LA S ACOUSTICAL For complete specification information on Fiberglas 
Sheri Ea TILE Acoustical Tile, see Sweet’s Files—Architectural, or 


call your local Fiberglas acoustical contractor, listed 
in the yellow pages of the phone book. 

*Fiberglas is the trade-mark (Reg. U. $. Pat. Off.) of the Owens-Corning Owens-Corning Fiberglas Corpora tion, Dept. 67-D, 
Fiberglas Corporation for a variety of products made of or with fibers of glass. Toledo L Ohio. Branches in principal cities. 


WRITE FOR FIBERGLAS DESIGN DATA 


ROOF BUILDING - PERIMETER INDUSTRIAL DUCT CONTROL SYSTEM ACOUSTICAL 


INSULATION INSULATION INSULATION INSULATION . INSULATION FILTERS TILE 


+. € 
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*T. M. REG. U. S. PAT. OFF. 


ECURITEE SYSTEMS”, mechanical attachments for erecting 
S acoustical tile, are desıgned to give strength, beauty 
and uniformity to any installation in which 
they are used. By affording the proper full length tee 
support they allow access to piping or wiring 
without trouble and without disturbing 
the appearance of the ceiling. 

There are no parts to assemble, making erection costs 
lower. This, plus adaptability to old 

or new construction, makes SECURITEE SYSTEMS* 
outstanding in the building field. 

See your local acoustical contractor or write for details. 


Demonstrated advantages of Securttee Syeteme* 


x Every application step is visible ye Individual units may be 
replaced +e Adaptable to all acoustical units that can 


be kerfed and will support their own weight on 12” centers. 


W. J. HAERTEL & CO. 


832 West Eastman Street * Chicago 22, Illinois 


General Contractor: E. H. MARHOFER Jr. Co., Chicago Acoustical Contractor: GENERAL Acoustics Co., Chicago 
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Hot Dog 


| there’s a place for 
\ | MARLEY 
in every plan! 
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AQUATOWERS 

VAIRFLO TOWERS 
NATURAL DRAFT TOWERS. 
DOUBLE-FLOW TOWERS af 
DRICOOLERS Street — for every building, large or small; for every 


SPRAY NOZZLES 


Marley makes cooling towers for Main 


air conditioning system, simple or complex. 

Each Marley tower is built to handle a specific job efficiently, and 

to be harmonious with the architecture of any 

building, be it hotel or hot dog stand. Marley offers, of course, 
large-capacity cooling towers for industries down by the tracks. 

In every major city, there’s a Marley application 

engineer to consult with architects on. water cooling problems. 

His services and experience are yours for the asking — call your Marley 
man for the full story of the world’s only 


complete line of cooling towers. 


>) ee loge ety 
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Stands 


The Marley Company, Inc. 


KANSAS CITY 15, KANSAS 


BOMB SHELTERS 


either entire, from spring-line to spring-line, 
or in quarter-circle segments, adequately 
tongue-and-grooved and locked at their top 
central joint. For transporting and storing, 
the quarter-segments would “nest” more com- 
pactly than the half-circles. Precast in longi- 
tudinal lengths or bents of roughly 3 or 4’, 
with a thickness (wall) adequate to resist the 
dead load and an arbitrary external force fac- 
tor and tongued into an adequate base or floor 
structure, such units or modules could be used 
to develop any length shelter required. End 
closures could be standardized in design to 
provide either cast-in-place baflled entrances 
or interlocking masonry-unit seals. 

2) The parabolic section (as used in most 
of our military ammunition depots) while re- 
quiring greater stress-resistance in the lower 


<5 
BE DA 


Semi-circular and parabolic concrete sections, 
such as Author DeHuff suggests for bomb protec- 


tion, are easily fabricated and suitable for re-use 


wall sections (and thus greater cost anc 
weight) has the advantage of “nesting” almos 
without space loss in storage or transport 
Keyed into its base, this type would require nc 
“hinged” or tongue and groove top joint. It: 
end closures could follow the same design fac 
tors as those suggested above, and in standard 
ized longitudinal segments would permit mod 
ular design in length. 

Shelters comparable to our military ammu 
nition “igloos” could easily and inexpensivel) 
be partly submerged in shallow excavations 
with the displaced earth sloped against th 
sides to provide additional blast protectior 
and the opportunity to plant out unsightliness 

Unlike the “flat-tops” of the proposed large 
community bomb shelters, these circular o 
parabolic sections would afford, in thei 
rounded, sloping faces, a far greater resistanc: 
to blast-force and flying debris. 

Another great economic advantage inheren 
in the semi-circular or parabolic section shel 
ter construction is the fact that, dismantle: 
after use, they could readily be utilized, in 
verted, as drainage canal linings, water-dive1 
sion structures, or crown-up, as right-of-wa: 
culverts. 

Just as it is a universally recognized fac 
that dispersal—not concentration—is the mod 
ern preventive against loss of life and prop 
erty, either on the battle field or the hom 
front, it should be promptly and finally recog 
nized that shelter against bombing attacks i 

| no exception to this fateful rule. 


A.1.A. File #23D 


makes a suitable surface to receive Kentile. 


ered is firm, smooth, clean, free of scale, 
other foreign matter. 


Kentile can be used. 


O Architects Specifica- 


tions 


O 16 Page Catalog— 
includes 4-color 
photos of Kentile 
installations 


The following literature is 
available on request and is de- 
signed to aid in the specify- 
ing of floors and walls for resi- 
dential, commercial or indus- 
trial building or remodeling. 


Please write the Kentile, Inc. office nearest you. 


V SPECIFY KENTILE BY NAME... because of its 


...appearance—a complete range of marbleized colors in Kentile 
and SPECIAL Kentile. Also, feature strips, decorative inserts, 
edging and cove base. 

.--installability—Kentile can be applied over any smooth wood, 


metal or concrete surface...even below finish grade over concrete 
on fill in direct contact with the earth. 


...availability—Over 3,000 Kentile dealers throughout the country 
assure prompt attention to your needs. 


...service—Nine conveniently located Kentile, Inc. offices and a 
nation-wide system of trained representatives plus a comprehen- 
sive selection of technical literature, are available to help solve 
any flooring problem. 


...low cost—Installed prices are lower than those of practically 
any flooring material; varying with size and condition of floor; 
colors and thicknesses chosen and freight rates. Accurate esti- 
mates are available from any Kentile dealer—listed under FLOORING 
in your classified phone directory. 


KENTILE, INC., 58 Second Avenue, Brooklyn 15, New York 


Kentile can be installed over any 
smooth, firm interior surface 


i inal 1 x 4’s or 1 x 6’s 

Wood—Boards for rough flooring should be nomina 
A that are square edged and nailed twice at each bearing, prefer- 
ably running diagonally. T & G top flooring should not be over 
3” wide. 14” waterproof plywood laid over the rough flooring 


i i i face to be cov- 
—Kentile can be installed over metal if the sur 
acini e dust, oil, grease and 


Concrete—Kentile can be installed over concrete that is smooth and 
free of foreign matter...even concrete on fill in direct contact 
with the earth...walls and floors above or below finish grade. 


Kentile should not be installed out-of-doors or over wood in 
tact with the earth. Kentile should not be installed in commercia 
areas where it is exposed to petroleum or cooking greases and oils, 
alcohols and most acid solutions. In cases such as these, SPECIAL 
KENTILE is recommended, It can be installed wherever standard 


O Color Line Folder 
O Kentile in Schools 

O Kentile in Hospitals 
O Recommended and 


Not Recommend- 
ed Uses for Kentile 


N e 350 Fifth Avenue, New York 1, N. Y. è 
Streets, Philadelphia 3, Pennsylvania » 1211 NBC Building, Cleveland 14, Ohio e 225 Moore Street, S.E., Atlanta 2, Georgia e 2020 Walnut 
Street, Kansas City 8, Missouri e 1440 11th Street, Denver 4, Colorado e 4532 South Kolin Avenue, Chicago 32, Illinois « 1113 Vine Street, 
Houston 1, Texas e 4501 Santa Fe Avenue, Los Angeles 58, California « 95 Market St., Oakland 4, Calif. è 452 Statler Building, Boston 16, Mass. 


KENTILE. 


The Asphalt Tile of 
Enduring Beauty 


705 Architects Building, 17th and Sansom 


—sa0— m 
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This Sunshine Wall 


Makes Students Brighter (Lira) : 


Almost gone is the grey, grim, penned-up 
classroom. In its dreary place is the warm 
cheerful softness of sunlight and an atmos- 
phere of freedom. An atmosphere built by 
a room-length, ceiling-high wall of grace- 
ful Fenestra* Windows. 

And the most remarkable thing about 
this beautiful wall of Fenestra Intermediate 
Steel Windows is not the great areas of 
light-inviting glass, not the controlled ven- 
tilation you get with smooth-swinging vents 


—it’s the fact that it’s not expensive. 

Compare the performance, the quality, 
the installed cost, the maintenance cost, of 
standardized Fenestra Windows with any 
window on the market. 

Get standardized Fenestra Intermediate 
Steel Windows— engineered to cut the cost 
of building. 

For further information, call your Fenestra 
Representative (listed in the yellow pages 
of your phone book), or write to us. 

*® 


enesth oe . as ' DOORS 


Fenestra Hot-Dip Galvanized Windows 
No Maintenance Problems! No More Painting ! 


ENGINEERING— Window fabrication is specially engineered. 


GALVANIZING AND BONDERIZING— Hot-Dip galvanizing is done in Fenestra’s 
own special new plant (the only one of its kind in the country) 
after assembly of frames and assembly of ventilators, so the whole 
surface gets a uniform, protective coat of zinc. Bonderizing gives 
the galvanized surface a beautiful appearance and prepares it to 
hold decorative paint if desired. 


SOLVE MAINTENANCE PROBLEMS— No more painting! 


FREE AUTHORITATIVE BOOK ON CLASSROOM LIGHTING 


Proved methods of getting better classroom daylighting, based on two 
years of research by Lighting Expert Professor R. L. Biesele, Jr., who reported 
the findings of his staff to the Illuminating Engineering Society, September, 
1949. A well-illustrated, simply-written, 16-page guide to help you get the 
best fenestration for your new school—economically. Send for it today. 


DETROIT STEEL PRODUCTS COMPANY 
Dept. MB-4, 2251 E. Grand Blvd., 
Detroit 11, Mich. 


‘ a = immediately your free new booklet 
; oe es ras on Better Classroom Daylighting. 
engineered to cut the cost of building 


Name 


Company 
Address 
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You get top pertotmianca and | 
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“Closer — 
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By combining power and modern appearance, thé Russwin 
“400” Semi-Concealed Door Closer enables you to meet 
demands for afi unobtrusive yet effective door closer in 


modern buildings. Made with one size of housing in 5/ 
spring sizes; it handles all’interior and exterior doors that 


can be handled by a door closer/Structurally, it has‘no equal 
for strength. Yet it’s so compactly designed a it Pyieg 
only 134” Yeon, door face’ / / / jj 
j f J į j 
4 SPEED contact, ÁND silence ADJUSTMENT 


Here are two ‘ ‘extras’ “that you’ won't find/in Any other door 
closer. Four combinations-of/closing speeds/let the Russwin 
“400” work at top efficiency. Exclusive “silence adjustment” 
permits the door to be closed so™quietly in léss than 3 
seconds from 90° that there is no audible contact between 
door and stop. These features plus a hold-open device for 
18 different positions and precision construction throughout 
assure top performance in addition to modern design. Write 
for full information. Russell & Erwin Division, The 
American Hardware Corporation, New Britain, Conn. 


NO OTHER DOOR CLOSER GIVES YOU THIS 4-SPEED CONTROL 


e Uniform Speed © Slow — Fast 
Select Closing Forceful Closing 
© Fast — Slow : s Slow — Fast — Slow 


Silent Closing Silent Closing 
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DISTINCTIVE HARDWARE 


Proving the Economy of Quality 


p: a fl he = 


Metal scuipiure, executed in Weirzin—electrolytic ginc- 
coated steel that resists heat, moisture and rust—demonstrates 
the exceptional workability of this easily fabricated metal. 


Rom with 2 view h the vie 


R3 r 
A f 


ewes —— 


Mighty attractive kitchen all the way around. Looks like 
a pleasant place to work. Looks like an easy place to work. 


What’s more, it will be a pleasant and easy place to work 
for years to come. Because practically everything you see 
is made of steel—America’s great bargain metal. 


Steel appliances and furnishings are favored because they 
are functional—efficient, fire-proof, strong, durable. 
Because they are fashionable—with good looks that last 
through years of use. Because they are steel—the metal that does 
so many things, so much better, for so much less. 


WEIRTON STEEL COMPANY 


WEIRTON, WEST VIRGINIA 


IS YOUR BUILDIN 


Workers and the community are proud of this Glen 
Rock, N. J. weaving plant of F. Ducharne Silk Co. A 
“Controlled Conditions” plant; designed and erected by 
The Austin Co. Office area faced with Alcoa Aluminum. 


Administration Building, Aluminum Company of America, Davenport, Cleveland Chamber of Commerce awarded this Perfection Stove Co. plar 
lowa, Rolling Mill. Wall facing of Alcoa Aluminum Cast Panels. Harrison medal for “Meritorious work of designers and builders.” George S. Rider ' 
& Abramovitz, Architects. Geo. A. Fuller Co., General Contractors. Architects. G. A. Rutherford Co., General Contractors. 885 feet of plant \ 

faced with Alcoa Aluminum panels, fabricated and erected by H. H. Robertson 
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GOOD NEIGHBOR ? 


Public Relations is a building function, too! 


Attractive buildings help to build good public relations. 
They attract more and better workers; increase both the employees’ 
and the communities’ pride in the company. 

In each of the buildings shown here, aluminum wall facing has 
been used to improve both the building’s appearance and efficiency. 
Aluminum does both jobs well because no other building 
material so well combines economy, workability, long life, freedom from 
upkeep and lasting good looks. 

Because rearmament needs come first, the supply of aluminum 
building products is limited. If you need new buildings for defense 
production, consider aluminum for fast construction, economy 
and lasting good appearance. For information on availabilities call your 
nearby Alcoa Sales Office or write ALUMINUM CoMPANY OF 
America, 1887D Gulf Building, Pittsburgh 19, Pa. 


R ei 


ylon Throwing Mill, Duplan Corp., Winston-Salem, N. C. Lacy, “The aluminum siding has given excellent service and we receive 
therton & Davis, Architects and Engineers. Alcoa Aluminum used for many compliments on its appearance,” says the Fuelane Corp. of their 
xterior walls, window sash, doors, copings and ventilation louvres. two aluminum-clad plants at Windsor, Vt. and New Lebanon, N. Y. 
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a Typical Experience of NATIONAL Homes 


National Homes not only helps dealers attract 
huge crowds to local “open house” showings 
by the biggest ad campaign in the field .. . 
we also offer a steady supply of houses to erect. 
And every National Home is tops in quality, 


| beauty, comfort, value. Write or phone! 
| z 
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Dealer-Builders Everywhere. Investigate! 


CORP., Lafayette, Indiana 


Eastern Plant: Horseheads, N. Y. 


l 


- Brand-new Dealer Sells 


NATION’S LARGEST PRODUCERS OF PREFABRICATED HOMES 
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EDITORIAL 


Waste and FHA 


Everybody knows that FHA is the best thing that ever happened to the home 
building industry and the home buying public. 

FHA financing made volume building possible, transformed home building almost 
overnight from a trade to an industry, made possible the savings of quantity produc- 
tion and assembly line erection. 

FHA standards did much to raise quality minima and gave the home buying 
public an assurance never before given. 

FHA low down payments opened up a tremendous new market, supported year 
after year the greatest boom the industry has ever known, let millions of families buy 
homes under a “new type of tenancy.” 

But everybody also knows that in recent years FHA has hardly kept pace 
with progress in the industry it created. 

Fifteen years ago the new standards set by FHA marked a long advance. Today, 
FHA standards are too often anchored in the past and holding back the progress of 
better housing. (FHA finances without question many an architectless, get-rich-quick, 
eyesore of which public spirited home builders are ashamed and in which civic leaders 
see the slums of tomorrow—but FHA refused to finance the outstanding advance in 
small house design offered by Bill Levitt’s new Landia House.) 

Rightly or wrongly, most home builders feel FHA appraisals are so tightly bound 
to the minima that they leave no incentive at all to exceed those lowest standards. Cer- 
tainly the niggardly FHA appraisal allowances for better design have done much to 
discourage home builders from employing architects and have thus deprived the public 
of better planned homes. And most FHA offices have lagged far behind the public in 
accepting contemporary architecture, have kept the public from sharing in either the 
economies or the better living it makes possible. 

Now the Round Table on Waste in Home Building (THE MAGAZINE OF 
Buron, Feb. 51, p. 115) has reported unanimously that FHA requirements 
often force more waste on home building than even the notorious local code 
situation. 

In other cases wasteful FHA standards parallel wasteful codes, thereby frus- 
trating all attempts to get the local codes put on a less wasteful basis (instead of 
setting an example for better, less wasteful local standards). 

This is one situation where it should be easy to attack entrenched waste quickly 
and effectively. FHA has too great a responsibility and too fine a tradition of leader- 
ship to let stagnation set in so early in its life. Within a few months, FHA could bring 
its national standards and the standards of all its 72 local offices up abreast of the 
times, thereby encourage code reform in every backward community instead of giving 
comfort to code obstructionism. 

Some of this modernization of FHA standards must come at the national level. 
Mr. Foley and Mr. Richards will find the national leaders of both AIA and NAHB 
more than ready to work with them in setting new national patterns which will at 


once raise the quality and lower the cost of housing. Some of the modernization will 


have to come at the local level in each of the FHA’s 72 offices. There too FHA will 
find the local AIA and NAHB leaders eager to cooperate on new, better and less 
wasteful standards. 


Most houses must be built to sell for $10,000 or less. Every penny wasted in 
their construction means less quality, less livability or less house for the money, or 
else makes it harder for the home builder to reach down to tap a new market among 
those who cannot afford homes at today’s costs. 


The sooner FHA resumes its rightful and honored leadership in the movement 
to raise the standards and reduce the wastes in home building, the better it will be for 
the industry and for every American home. 


Waste vs. Quality 


“The more waste we can take out of a house, the more quality and livability we can 
afford to build into it.” To the home buyer this is one of the most important points 
spelled out by the Round Table on Waste in Home Building. 


Reducing waste does not mean lowering standards. On the contrary, during this 
emergency, reducing waste offers the only alternative to reducing the American stan- 
dard of living—and housing. And now and always, waste is the great enemy of 
quality. 

The Round Table attack on waste in building aimed at higher standards through 
less waste, and only on that basis was it sponsored by this magazine and enthusi- 
astically endorsed by the American Institute of Architects, the National Association of 
Home Builders, the Producers Council, the Mortgage Bankers Association and the 
United States Savings & Loan League. 


A few Round Table proposals were obviously emergency recommendations, cov- 
ering such problems as what to do if the metals shortage forces a choice between 
building far less homes or building homes with far less copper—or a choice between 
far less homes or homes with simpler heating systems. But most of the recommenda- 
tion were designed to give the house buyer a better and more livable home, both dur- 
ing and after the emergency. 

When a house must be planned and built to sell for a price (and most houses 
must be built to sell for $10,000 or less) every penny of cost added here means some- 
thing must be taken out there. If the site improvement requirements are excessive (as 
they so often are), the price may be paid in too narrow lots (which are, in fact, just 
about the worst feature of most developments). If the framing requirements are 
excessive, the price may be paid in smaller rooms. If the plumbing requirements are 
excessive, the price may be paid in poorer fixtures or less equipment. If excessive 
lights are required in the ceiling, the price may be paid in less base plugs. If founda- 
tion requirements are excessive, the price must be paid somewhere else. 

The Round Table’s conclusion was that from 20% to 40% of all the labor and 
material that now goes into a small house is just plain wasted. When that waste is 
stopped, it will be possible to build much better homes to sell to a bigger public at a 
price it can afford. 


Norte: Reprints of the two Round Table reports on W aste in Building published in the February and March 
issues are available. While the supply lasts, single copy requests will be filled without charge; the cost of 
quantity purchases is 5 cents per copy postpaid.—Ep. 


102 architectural FORUM april 1951 


Standards for eliminating waste aianaus resolutions, 


patterned on Round Table recommendations, detail how to save housebuilding materials and dollars 


Acting promptly on the recommendations of the housebuild- 
ing Round Table sponsored by THE MAGAZINE OF BUILDING, 
a joint committee of the AIA and NAHB last month refined 
the recommendations, documented them with specific statis- 
tics and framed them as resolutions which were adopted by 
AIA’s and NAHB’s executive committee. These resolutions 
(presented in full below) were sent to the National Produc- 
tion Authority as suggested requirements for defense housing 
construction and to the research bureaus of HHFA, FHA, 
PHA and BRAB so that the suggested work might start. 
WHEREAS, America’s tremendous, absolute and over- 
riding need for arms demands not only increased production 
but an all-out attack on waste—“The only alternative to a 
drastic reduction in the American Standard of Living is a 
still more drastic reduction in the American Standard of 


Waste”—THEREFORE, BE IT RESOLVED, that, in view 


of this tremendous immediate need, The American Institute 
of Architects and the National Association of Home Builders 
respectfully submit to the National Production Authority the 
recommendations which follow. The recommendations seek 
to set up standards enabling architects and builders to apply 
principles of conservation already known to building tech- 
nology and frequently prohibited by codes, regulations, or 
restrictive practices, or prevented by the absence of materials 
standardized to such principles. 

[Identical in all other respects, the AIA resolutions added 
this strong recommendation “that the NPA move to make 
these standards mandatory for defense housing construction, 
either civilian or military, under government sponsorship, 
control, or financing, and that these standards be made mini- 
mal requirements for privately-financed residential construc- 


SITE PLANNING 


In relation to site planning, we recommend 
adoption of the standards jointly proposed by the 
Urban Land Institute and the NAHB which, as 
stated in the Round Table report, could save 
“millions of pounds of copper wiring, millions 
of pounds of steel pipe, and millions of hours 
of labor.” 

Beyond that we shall urge upon architects, 
yuilders and site planners that they pay special 
attention to sensible land development practice, 
noting, for example, that a quick and efficient- 
looking bulldozing operatiun may sometimes de- 
stroy ground cover which costs a great deal more 
and demands use of conservable time, fuel and 
machinery when it has to be replaced later on; 
that it is absurd to blast solid rock to obtain a 
basement, or bring in tons of fill for the “econ- 
omy of slab foundations,” or to pursue many 
similarly unthinking habits hitherto condoned. 


FOUNDATIONS 


We recommend, in accordance with the find- 
ings of the Round Table, that HHFA and BRAB 
correlate existing research which looks to very 
substantial savings. In view of prevalent code 
requirements demanding vastly excessive quan- 
tities of material, we recommend that defense 
standards be set up by these agencies in which 
footings are allowed no larger than the bearing 
capacity of the soil requires (instead of being 
set at 16” or some other arbitrary figure) and 
in which the thickness of foundation walls be 
held down to what is actually required by the 
weight of the building. We recommend that mesh 
reinforcement of slabs be required only where 
engineering formulations, applied to the particu- 
lar site, dictate it, and that the same procedure 
apply to reinforcement in roofs and walls. 


WOOD FRAMING 


“Practically every house in the U. S. is struc- 
turally overdesigned.” Our recommendations 
with respect to framing fall into two parts: 


tion.” —Epb. | 


standards of performance and standardization of 
production. 


Standards of performance 


Studs. The virtually universal use of the 2 x 4” 
stud in U. S. house construction is a case of over- 
design. We propose that studs of nominal 2 x 3” 
dimensions, placed 16” on centers, be permitted 
in all bearing walls and bearing partitions, as 
well as interior partitions of single-story houses. 
The material consumption of the 2 x 3 is 75% 
of that of the 2 x 4. 


Live loads. Several hundred cities now allow 
floor framing calculations based on a live load 
of 30 lbs. per sq. ft. instead of code requirements 
all the way up to 60 lbs. per sq. ft. We believe 
that all government-sponsored or financed con- 
struction should be based on the 30 Ib. figure 
and that pressure should be brought for down- 
ward code revisions in our remaining cities which 
now place the figure higher. 

Snow and wind load requirements should simi- 
larly be re-examined to conform to specific experi- 
ence in varying localities. The present habit of 
copying code regulations from some other city or 
district, where conditions are totally different, is 
a main cause of wasteful structural overdesign. 


Sheathing. Elimination of sheathing should be 
permitted where infiltration and wind-bracing 
are otherwise taken care of, as for example, by 
vapor barriers and diagonal corner bracing. The 
possible saving of 1,000 bd. ft. of sheathing ma- 
terial in the average small house is a substantial 
material saving. 


Interior surfacing. Where plaster is used no 
more than two coats should be required, and a 
particular point should be made, with building 
officials and FHA district offices of holding the 
depth of grounds, where used, down to the actual 
thickness of the plaster. (The 7%” ground and 
7” plaster now required by FHA is entirely out 
of keeping with present practice.) A single 


plaster coat, steel troweled, has been found en- 
tirely satisfactory over gypsum lath. 

We strongly recommend the elimination of 
present plaster and lath requirements for the in- 
terior of attached garages in the interest of sav- 
ing time, labor, and material. It is absurd that 
a car may be parked within 6” of the house wall 
without any extra fire protection being required, 
but the minute a roof is put over this car, the 
extra materials and labor of fire protection must 


be added. 


We recommend the elimination of the require- 
ment of ceiling plaster over heaters in basements. 
Even where this plaster is applied to a 10 ft. sq. 
area, in practice it is punctured by so many open- 
ings for ducts, etc., as to be virtually valueless. 


Door and window dimensions. Windows 
should be dimensioned to work with single or 
multiple stud spacing so as to eliminate cutting 
and piecing of framing wall materials with con- 
sequent waste. Upon further discussion of the 
Round Table findings, it has been decided to 
make no specific recommendations as to height 
of windows or sills. The loss in design freedom 
would not be compensated by sufficient fabrica- 
tion advantages. 

We recommend that the industry concentrate 
on producing two interior doors widths: 2’ and 
2’-6” and two exterior doors widths: 3’ (front) 
and 2’-8” (rear), all doors to be of a uniform 
6-8” height. 

The door industry should be encouraged to 
standardize its method of measuring width, rela- 
tive to clearance and nominal width. 


Standardized production 


Precut framing members. In the realm of 

standardized production, we believe that another 

step is now possible within that progression 

which has made the American wood-stud house 

so outstanding an example of quantity produc- 

tion universally available and universally under- 
(Continued on page 176) 
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SKYSCRAPER BANK renas good desigh and good economic 


LOCATION: Tulsa, Okla. 

ROBERT CARSON & EARL H. LUNDIN, Architects 
EDWARDS & HJORTH, Structural Engineers 

GAYNOR & ALBRIGHT, Mechanical Engineers 
MANHATTAN CONSTRUCTION CO., General Contractors 
JOHN W. HARRIS ASSOCIATES, Consulting Contractors 


Tulsa is bursting with pride over the year’s best commer- 
cial office building — functional, dramatic, visually co- 
herent. 

When this 20-story structure opened the city turned 
out for an all day jamboree which involved every lead- 
ing Tulsan, 2,000 out-of-town VIP’s, a galaxy of screen 
stars, two big-name dance bands, a full symphony or- 
chestra and the Governor of Oklahoma. The city’s busiest 
corner was closed to traffic for 24-hours. Crowds jam- 
med the streets, and by midnight 52,000 people had 
inspected the handsome quarters of the principal owner 
and tenant—Tulsa’s First National Bank & Trust Co. 

Good architecture paid off not only in public acclaim 
but at the cash register, too. Within a few months First 
National shot into first place among Tulsa’s banks. Busi- 
ness zoomed way beyond expectations for all the per- 
centage rent retail tenants on the open ground floor. All 
office floors were snapped up at an average of $5 a sq. ft. 
—double the rent for the best offices anywhere else in 
town. Features of the building include: 


1. A ground floor arcade that is as profitable as it is pleasant; 


2. A spacious, serenely lighted main banking room on the 
second floor; 


3. A tier of refreshing garden terraces which enhance the 
rental value of their floors. 


4. A handsome marble frame which exorcises the curse of 
candy stripe horizontality and binds together such diverse 
elements as the strip windows and the louvered penthouse. 


Cost, including complete air conditioning and the 
bank’s sumptuous interiors, was about $6,000,000 or 
$1.45 a cu. ft. 

One reason why New York architects Carson & Lun- 
din were able to create such a successful building in 
Tulsa is that they were not prisoned inside New York’s 
antiquated zoning envelope. To get the same cubage on 
a comparable New York lot, they would have to either 
1) mold the same number of floors into a ziggurat of 
rigidly prescribed setbacks with extremes of overly shal- 
low and overly deep space 2) eliminate some of the 
setbacks and make up the cubage with a tall tower 
limited in area to only 25% of the lot size or 3) per- 
suade the owners to buy the tower rights of adjoining 
properties so that they could build a tower of more 
practical size and assure it enough light and air (exam- 
ples, right). 

In Tulsa, however, Carson & Lundin could satisfy the 


€ Ezra Stoller—Pictor 


in a wide-open ground floor, a tier of garden terraces, 


a shining tower of prime office space 


bank’s requirements for deep space on the first five 
floors and then step back to a clean, L-shaped tower 


which provides 13 floors of prime office space, all within 
28’ of continuous windows. Each tower floor has a net 
rental area of 7,500 sq. ft. (exclusive of corridors )— 
three times the permissible area of a New York tower 
on the same size plot. Though small for big New York 
corporations, these tenant floors are well suited to 
Tulsa’s needs. 


Louis Dreyer 


| 
Under New York zoning, a building of the same height and cubage as 
Tulsa’s would have to be wrinkled with setbacks (left). Carson and 
Lundin’s Rockefeller Center buildings show only other New York alterna- 
tives: 1) bulk floors topped with tall 25% tower (center); 2) larger 
tower made possible by purchase of adjacent tower rights (right). 


Although the building provides much better office 
space than most of New York’s cakemold structures, the 
owners missed an opportunity to create still more ideal 
conditions. Mainly because the 140 x 100’ corner lot 
cost a whopping $850,000, they did not buy adjoining 
property to protect the north side of the tower from the 
encroachment of possible future building. (Purchase of 
tower rights alone is not possible in Tulsa). As a result, 
the architects left the north wall almost blank, placed 
the service core against it and limited the tower floors 
to an area that could be well lighted from windows on 
the remaining three sides. 

Height of the building was limited by the site’s sandy 
soil. More stories would haye required costly caisson 
foundations instead of the present spread footings. Even 
the present height was made possible only by using 
weight-saving cellular steel floor decks and lightweight 
aggregates. 
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Columns in main banking room (above, left) are sheathed in stainless 
steel, Floor and counters are of sea-green terrazzo; north wall and lighting 
trough are greyed oak. Mural will replace flags on west wall. 
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GROUND FLOOR solei feet 2 a 
Pattern of columns seen through glass-walled shops and lobby creates 
illusion of a completely open ground floor. Dramatic projection of lobby 
into arcade (below) houses stairs leading up to bank, down to vaults. 


Bill Terrell 


A 20th Century open-air bazaar 


In designing this building Carson & Lundin have come 
through with one of the first really practical applications of 
Le Corbusier’s 30-year-old idea for an office building perched 
above a hospitable open ground floor. Whereas New York’s 
Lever House (THE MacazineE or Burtpine, June ’50) will sac- 
rifice some $200,000 a year in potential store rentals to gain 
the amenities of a wide-open ground floor, this building com- 
bines open space with stores to collect more rent than the 
solidly-filled first floors of its neighbors. (They get $2.75 per 
sq. ft. for stores occupying 75% of their ground floor space; 
the bank’s shops take up only 45% of the plot, but rent for an 
average of $7.50 per sq. ft.). 

The building’s breeze-catching promenade flows around two 
sides of a glass-walled corner shop and into the main elevator 
lobby (photo, below). Particularly inviting during Tulsa’s 
scorching summer, this sheltered arcade makes shops deep 
within the building almost as valuable as the street frontage— 
a big brokerage house which moved from larger quarters to 


the inner-most arcade space had a 60% jump in business with- 
in a month. 


Despite its spacious effect, there is little waste space in the 


promenade: nearly every square foot of open area is needed 


to handle the heavy traffic drawn into the building by both the 
bank and the offices above. 


A bank that sings with space and light 


Street floors of too many office buildings are choked by at- 
tempts to squeeze into them both adequate traffic space and 
adequate space for the principal ground floor tenant. The 
fine open ground floor of this building was made possible only 
by the bank’s willingness to move upstairs and put its main 
banking room on the second floor. 

This not only opened the ground floor for circulation and 
shops; it also gave the bank far better quarters than the street 
level would have provided. On the second floor the architects 
were able to create a banking room 70’ x 140’ with floor-to- 
ceiling windows overlooking the streets on two sides. Boldly 
framed on the exterior in glistening white marble, these big 
windows advertise the bank’s unconventional location to the 
passerby. The room is effectively separated from the bustle of 
the main lobby below, yet easily accessible by moving stairs 
and elevators. i 

The lighting of this spacious room is particularly successful. 
The high windows bring daylight deep into the room, but create 
no glare problem because of the tall buildings across the street. 
To supplement and balance this flood of natural light, there is 
a deep lighting trough all along the windowless rear wall 6’ 
below the 1714’ ceiling. Packed with seven rows of cold 
cathode fluorescent tubes, this king-sized trough produces 
softly diffused reflected light whdse intensity can be controlled 
by dimmers to compensate for changes in the daylight. 


High intensity lighting for the working surfaces throughout 
the room is furnished by clusters of three downlights, each with 
its separate aperture in a-circular metal plate mounted flush 
with the ceiling. Says Architect Carson, “The aim in grouping 
the downlights is to prevent the scattered effect produced by 
numerous units mounted all over the ceiling and to give the 
lighting a large scale in keeping with the size of the room.” 

The spaciousness of the room is enhanced not only by good 
lighting, but by eliminating all but six interior structural col- 
umns from the area. This was achieved by transferring upper- 
floor column loads through deep girders above the banking 
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Space for deep girders above banking room 
was converted to windowless third floor for me- 
chanical equipment and storage (above). Varia- 
tion of setbacks produces visual interest, gives 
the rent-producing sixth floor the largest, most 


elaborately landscaped garden terrace (below). 


Photos: Ezra Stoller 


Officers’ section (above) is lighted by terrace 
windows and 3' square flush fluorescent ceiling 
units. In tenant space (opposite page) fluores- 
cent tubes enclosed in plastic diffuse some light 
on the ceiling, avoid the brightness contrast of 


completely recessed fixtures. 


room ceiling. (By adding a few inches to the height of the 
girder space, the architects squeezed in a highly useful window- 
less third floor which accommodates a large part of the build- 
ing’s mechanical equipment and houses storage, supply and 
printing rooms for the bank.) 


A tier of garden terraces for pleasure and profit 


In the angle at the base of the First National’s L-shaped’ 
tower the architects have made happy use of garden-roofed 
setbacks. Disciples of LeCorbusier may not approve making: 
the transition from the deep main banking space to the tower- 
in three easy stages instead of one but the result is pleasanter- 
office space and better rents. The garden-terraced 6th floor—. 
the lowest tenant floor in the building—produces as much in- 
come as the top floor—about $1 per sq. ft. more than other 
tower space. The 4th floor garden provides an attractive back- 
drop for the senior officers’ area, while the terrace above: 
brightens the bank’s largest employee floor. Floor-to-ceiling- 
windows overlooking both these spots of greenery are shielded’ 
from sun and rain by steel-faced overhangs which effectively 
lighten the set back facades. 


Construction-wise, five features are of special interest: 


Roof-top boilers. Because sub-basement space was valuable to: 
the bank for vaults and storage, the two gas-fired boilers are 
located on the 19th floor along with elevator equipment, fan 
rooms, air intakes and cooling tower for the air conditioning 
system. (This mass of mechanical equipment is housed in a 
marbled-edged, aluminum-louvered enclosure which rises two- 
stories above the rest of the tower, providing an arresting com- 


TYPICAL UPPER FLOOR 
scale in feet 2 020 3 


Concentration of service facilities against 
blank rear wall opens typical tenant 


floor to continuous windows on remain- 
ing sides. Mullions on 5' module permit 
flexible interior partitioning. 


position of varying heights and masses where the building 
meets the sky.) the 

Besides freeing below-grade space for bank vaults, the roof- 
top location of boilers 1) eliminated the need for a costly space- 
consuming stack running the entire height of the building 2) 
lightened the air-conditioning load—boilers in the sub-base- 
ment would have created a serious problem in air conditioning 
the bank’s important basement floor above 3) made an exten- 
sive boiler room ventilating system unnecessary. 


Heating and air conditioning systems cost only $611,000, or 
about $3.70 per sq. ft. of net rental area. One factor in this 
low cost was Tulsa’s dry climate, which required only two 300- 
ton compressors for summer cooling, despite high outside tem- 
peratures. Located in the sub-basement, the compressors supply 
chilled water to main fan rooms on the roof and the third floor. 
These shoot cooled air at high velocity through a vertical shaft 
to intermediate floors where small booster fan rooms relay it 
at lower speeds to conventional overhead ducts. The system 
adjusts itself to the movement of the sun around the building 
through automatically controlled temperature zones. 

Heating costs were held down by using hot-water convectors 
instead of expensive, individual air-conditioning units under 
the strip windows. Located in continuous enclosures below the 
windows, the convectors take 40% of the winter heating load 
while the air conditioning system assumes the balance. To re- 
duce sound transmission between offices, the enclosures are 
partitioned with light steel panels beneath each window muntin. 
Thanks to a monoflow piping arrangement, the convectors do 
not require valves, but have dampers to control the flow of air 
across them. 


Cellular steel floor decking topped with pumicite concrete fill 
saved 3,600 tons dead load and about 160 tons of structural 
steel that would have been added by conventional slab con- 
struction. Used throughout the office areas, but not in the ser- 
vice core, the cellular steel also cut construction time and pro- 
vided complete flexibility of under-floor wiring. Since pipe 
chases are combined with exterior columns, the flooring was 
carried beyond the columns, clear out to the spandrels; pipe 
space between columns is supplied by the continuous radiator 
enclosure under the windows. Decking cost, exclusive of plaster- 


ing and fireproofing, was $168,000. 


Continuous windows provide even the smallest exterior office 
with good light, permit flexibility of interior partitioning and 
make the building virtually air-tight. Their specially designed 
steel sash consists of two fixed panels and an architecturally- 
projected center panel which is just large enough to permit the 
entire window to be washed from the inside. The center pane 
is locked by key to prevent tenants from opening it and thereby 
disrupting the automatic heating and cooling system. 

All tower windows are 6-5” high and either 4’-10” or 5’ 
wide. Window heads are flush with the 9’-5” ceilings both to 
obtain maximum light and simplify spandrel construction. (A 
deeper spandrel and lower window head would have lightened 
the air-conditioning load.) To create a clean line above the 
usual desk-top clutter, the architects hoisted the sill height to 
38”, about 5” more than is usual. Mullions are 444” wide to 
accommodate either conventional lath and plaster partitions or 
the movable steel partitions which are used on most of the 
office floors. 

To counteract Tulsa’s blazing afternoon sun, windows on the 
two western exposures have glare-resistant glass which cost 
$25,000, or some $18,000 more than plate. The combination 
of this glass plus Venetian blinds and air conditioning has 
made tenants perfectly happy in space which would otherwise 
have been considered undesirable in Tulsa. 


Exterior facings were selected to express the combination of 
lightness and strength which is the hallmark of good modern 
office buildings. Carson & Lundin took full advantage of 
Tulsa’s sootless gas-heating, used light, platinum-gray brick 
in the spandrels and framed the main masses of the building 
and the bank’s big windows with sparkling white Georgia 
marble trim. Cost of exterior marble was $68,000. 


Costs 

Structural Steel «cavers 36 e slamiog yc dems uaa Nelms « Hee so WES SERS $642,000 
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Elevators, moving stairs & dumbwaiters...... 2.2... 0.0.0 0008 450,000 
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Heating, ventilating & air-conditioning...............cceeeeee 611,000 


gone eee amc n af BITTE PRIiAaAle 


TAA 


tn 


TEN, 


ER 


oe 


Last year there flashed into the awareness of art-loving San 
Francisco two bright new talents—‘‘the boys who threw away 
the T-square.” (THE Macazine oF BurLpine, Sept. 49.) Now 
Jack Hillmer, one of them, has completed a second house which 
proves that these new gifts were no flash in the pan, that 

Hillmer is an important designer of fresh sensitive power. 
EBONY GR ANITE It stands on the beachhead of hilly wooded Belvedere Island 
? 2 in the Upper Bay, facing one of those Golden Gate views that 

make San Francisco the envy of Paradise. 

The roadway comes down from above; where it ends, the 

STEEL and SKILL path, the planting, and the trees continue steeply down to the 

shore. Designer Hillmer noted that in so steep a view the roof 

would be the house; and a stroke of genius told him to make it 
look also like a part of the garden. In place of the usual gravel 
he spread the flat surface with pebbles brought up from the 
beach; the bones of the roof showed through like garden plank- 
ing; the kitchen skylights began to appear like the glass tops 
of forcing boxes. In the earlier Haines Hall house the roof was 
and bold imagination knit a house given a decorative pattern of holes to let through the trees; here, 
far more subtly, there were no holes: the sprawl of live oak 

and eucalyptus, and the geometry of reaching roof trusses, be- 

firmly in Nature came an inextricable interweave (photos below). 

Again, as seen from below, the house itself seems to grow 
like a tree straight out of the rocky hillside—an “impossible 
site.” Hillmer’s idea was to break ground only for a rear retain- 

LOCATION: Marin County, Calif. ing wall and widely spaced concrete piers. (The expensive cus- 
tom of knocking down trees and gouging out a hillside for an 
earthen “house platform” had brought Nature’s revenge, so he 
had observed, in many a nasty erosion.) But he had to keep a 
sheriff’s eye on the itching axe-fingers of workmen. 

Hillmer’s house platform was steel, and up in the air. He 
bridged the wide spans with structural shapes which he covered 
with cellular steel decking. This violated the classical unities 
of an “all-wood” house; but he noted that only steel would give 
permanent alignment and support for his desired “all wood 
look.” (And only natural redwood could supply an enduring 
finish, soft and brilliant as silk.) So he decided to work with 
industry in order to live the better with Nature. 


Fine materials, industrial techniques 


JACK HILLMER, Designer 


bove: The roof looks like an extension of the garden: 
is covered with pebbles from the beach. Right: a close 
uterlacing of structural elements with surrounding trees. 
pposite: Pier foundations entailed minimum disturbance 


f the ground, The balcony faces toward the Golden Gaie. 
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Living room ends against a vast granite slab backing the fireplace with its concrete chimney 


The opposite end is a typical exterior wall built of vertical 2x12" solid redwood planking 


Just as Hillmer’s effect outdoors is a close interweave with 
Nature, so his interior effect is a close interweave of stately 
space with powerfully plastic structure. 

This remarkable space organization (see plan) he strung 
along under two parallel roof trusses that one would call “tubu- 
lar” except that they are diamond-shaped in cross-section 
(drawing, left). They run the full length of the house and 
beyond; a third lies across them, starting as the entrance canopy 
and ending as an arm saluting the Bay (photo below). 

This largeness of organization is enhanced by the special 
tonality in a low key of brown and gray, full of reserve power. 
Hillmer’s flawless concrete floor (on its steel deck) was in- 
ION THROUGH LARGE DIAMOND TRUSS tegrally colored with iron oxide and green chrome oxide to 
show a rich black, hell deep, tinged with heavy green. It is 


I" redwood spacer at 
each tracket 


ridge stringer |from 2x6" top 4 


1x10" redwood 


3g 
sheathing a redwood 


spacer strip 


4'.4" redwood post 


Built on a plywood web like an airplane spar, the “diamond trusses” are the 


structural bones of the house, the plastic bones of the composition. They waxed and marked off into 3’x6’ rectangles by brass strips. 
act also as ducts, light coves, electric raceways; are shaded in plan below. Then there’s a long range of natural wood: the great silky 
rough-sawed redwood planking, the brown-gray African hard- 

(Some wood of the folding doors with a grain like wild mahogany, 


| and finally the long range of storage-wall sliding doors, down 

| the bedroom corridor, of plywood faced with nothing less than 

; ebony. 

i But the fireplace is the climax. Its back is just one slab, 

i 12’ wide, 6’-4” high, of black horneblend diorite rock, a kind 
of granite; weighing 13 tons, it required special installation 


| O N engineering. Its quarry drill marks form a rhythmic pattern 


all and the lichens still grow on its reverse side, just as they did 
) ea E A 8 before the whole top was blasted off a hill near Fresno. 
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: i Subtleties of the long plan are worth special study. Note especially the charm- 
ES j ing cypress court between living room and bedrooms, not seen in pictures. 
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Section above shows longitudinal diamond trusses from the same viewpoint 
as in photo at left (across-page). The transverse truss is seen over the 
balcony, right. To protect the house against southwest glare, the split-wood 
screens behind windows are in sliding wood frames, like Japanese “shogi.” 
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View from outside through studio shows big diamond truss sweeping through the house 


Interior view shows how it enhances apparent height. Glass was cut to truss outline 


The couple who own the house had a passion for empty rooms 
which demanded a perfection of detailing. The husband, a top- 
flight magazine illustrator, liked to work in a studio as parlor- 
clear as the pictures show it. The search for boundless put- 
away space kept designer Hillmer humping. Around the corner 
from the studio he set a workshop for desk chores and mussy 
wrapping, plus books and a phonograph to accompany the day 
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with music. The studio couch, like its living room replicas, has 
cushions made like those of a car with both springs and sponge 
rubber for true comfort. The African ebony stands are the 
same size as the cushions and interchangeable. 


The wife was not against possessions but wanted them out of 
sight, like her several barrels of china which were stowed with- 
out a trace. Hillmer devised a series of storage elements which 
could be opened from either side with no disturbance to pri- 
vacy; for example bathroom shelves that could be supplied 
from the bedroom. The best of the series was a 5’ storage area 
between the two bedrooms; the owners’ twin beds could be 
rolled completely under. (Photo, right.) 


With the same thoroughness Hillmer found beautiful im- 
provements over stock U. S. hardware. The usual round-knob 
door latch demands a free hand to open it (European lever 
handles can be pushed down with an elbow). In a hospital cata- 
logue Hillmer found a handsome bent-down pull, designed for 
nurses’ use, that could be worked either by hand or by hooking 
under it with an arm. Latches he omitted altogether, having 
found a rubber roller device that could be mortised out of sight 
in the thickness of the door. A spring pressed it against the 
hollow of a wave-shaped strike in the jamb, so as to hold the 
door positively closed; but moderate pressure would throw it 
open. Again, the light switches were the “push-in” type of 
installation—nothing but small buttons, without a plate, show- 
ing against the wood wall. By attention to such minute details 
too numerous to mention, Hillmer was able to create those large 
unbroken surfaces and that “emptiness” of space that can make 
an interior noble. 


Section through two-way closet is taken 
through left end of storage wall of master 
bedroom (above). Even a sliding sewing 
machine stand has been conveniently pro- 
vided. Beds slide in and out on special 
rollers set in tracks between Japanese mats. 
View below shows one bed drawn out for 


use; also long corridor uniting the house. 
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Glass sheets which, seen from above, look 
like something in a garden, are seen below 
as kitchen skylights. Large photo on oppo- 
site page is at glass entry to kitchen, (to 
the left) and a charming dining alcove 
(to the right). Its position is marked on 
the long elevation at top of page. 
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The same close care went into the “service” elements of the 
house, the long narrow in-line kitchen and the long narrow 
in-line dressing room-bathroom. They stand where the house 
was dug well into the hill; the garden comes to kitchen sill 
height, and the cook could reach out to pick thyme through the 
window if she wanted to. Because of this situation, a long range 
of skylights has been cut through the roof—skylights on which 
an occasional pebble lies where it was dislodged from the roof, 
skylights that show the sky only through the foliage of trees. 
Here, as elsewhere throughout the house, the electric lighting 
is tubular following generally the lines of the daylight source; 
and if juice is “wasted” that way into the out-of-doors it brings 
back dividends by creating poetry. 

The kitchen worktop is all stainless steel, and for beautiful 
consistency the same material was used on special refrigerator 
doors. In the bathroom the washbowls are carved from solid 
blocks of lignum vitae; and the worktop is of beach pebbles 
(once again) set in concrete and waxed. 
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Not all the world loves a creator; but a good many people do. 
The house gave Hillmer headaches aplenty; the friendly builder 
that genius needs was not there; some details were done in > 
a way to cause heartache. (Others were perfect.) But the con- 
ception stood, and projected itself; it had the force of its con- 
viction. Dr. Morley of the San Francisco Museum of Art set 
aside a room (this month) for the photographs and drawings; 
Roy Flamm took painstaking pictures seeking to convey the 
spirit; Dean Wurster asked Hillmer to give some time at the 
University of California to his architectural students; even com- 
mercial suppliers gave attention to the project far beyond what 
was justified by the calculated return of the market—especially 
so the supplier of the beautiful tropical hardwoods. They all 
liked it because it lifted them out of themselves. 
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Bruce Goff builds it with Quonset ribs and coal 


to raise the new Aurora 


LOCATION: Aurora, Ill. 
BRUCE GOFF, Architect 
DON TOSI, Contractor 


Out in Aurora, some 40 miles from Chicago, Bruce Goff built a round 
house of steel and coal to set the world afire. The first people who were 
burnt up were the neighbors. They called it the bird-cage, the mouse 
trap, the pumpkin, the tomato, the hangar. It was supported on curved 
ribs of steel Quonset hut framing, all painted red, converging toward 
the top like the ribs of an umbrella. The Samuel Fords, who own the 
house, promptly put a sign out front saying “We don’t like your house 
either.” 

That time is long since past. The house came out a fine spangling 
lustrous toy and proved that an American could make a handsome 
dwelling space of cheese and chopsticks if he put his mind to it. 

From the highway the house looks like three bulbs covered by 
close-packed scales of black-stained shingle. From the lawn at the rear 
the group of three looks like a fat sprout flanked by cotyledons—these 
are the wings containing the bedrooms. 

The Quonset ribs don’t come all the way down—they are butt-welded 
to stronger bent I-beams that pull the curve inward at the base for extra 
zingo (photo below). The shingle covering on the side toward the 
street (see next page) doesn’t come all the way down either—it stops 
short at the haunch to let you see what’s behind the red spider frame— 
and that is the round wall of matt-black cannel coal, satiny of surface. 
and set like stone in a random ashlar pattern marked by contrasting 
white mortar. It carries nothing, acts only as enclosure. There are 
chunks of rich green in it whose nature and function are revealed 
when you go inside. 

You enter under the wide carport canopy curved like a jockey-cap 
visor. Inside, the house fountains out from a copper balcony tree, serv- 
ing also as chimney and vent stack. Loose-hanging fishnet drapes the 
balcony “to make the space seem softer.” In the ruddy glow of the 
copper stack, the burnished interior is as cozy as a samovar; yet it’s a 
little like being in the control tower of a Hollywood space ship. 


Lire: Eliot Elisofon 


A close look at the color photo (left) re- 
veals the straight glass wall leading from 
Quonset rib at extreme left to copper stack 
at right. It lets a wedge of open space 
into the house. The umbrella house is 
opened to the sky by a circle of plate glass 
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gallery and lounge 


Nestled together like the components of an atom 


in its chemical symbol, the elements of Goff’s 
globular house are closed to the streets but 
opened wide to the southern sun and the rear 
yard (foreground above). The Umbrella’s steel 
ribs are sheathed with black-stained shingle on 
the outside, with diagonal lapped cedar boards 
on the inside ( photo, right). 


Inside, the round house is a dome set on a 166’ circumference (Goff 
considers circles sociable and friendly). With an easy grace it opens on 
three levels. The well or dugout around the copper tree is for activities 
that are intimate; in one-third cooking, in another eating or fireplace 
chatting. But the last third is special. It’s actually not in the house 
though it’s in the frame—cut off by glass walls like a cake slice. (That’s 
the part seen in the color photos on both preceding pages.) It opens 
the house to a wedge of space from the surrounding landscape, acts as 
a porch with its own barbecue fireplace. (See air view.) 

On the metal-edged balcony above, Mrs. Ford, director of the Chicago 
Academy of Fine Arts, does her painting. Her activity has filled the 
house not only with canvases but with furnishings rich in form, hue, 
and texture. Some of the furniture was designed by Goff. The emerald 
glow observed through random parts of the coal wall results from an- 
other colorful idea: architect Goff has built in clusters of “crullets” or 
waste out of glass furnaces. 

In bending lapped cypress siding to get the dome’s ceiling, young 
builder Tosi accomplished a near miracle of workmanlike precision; 
and indeed his skill in handling the entire performance should win 
him medals. 

The bedroom wings are as intimate as the central space is large. Each 
has its bathroom with sunk tub executed in black terrazzo. The flat 
ceilings there, as elsewhere in the house, are close-coiled, heavy tarred 
rope—obtained from Navy surplus. Bathrooms are skylighted by plastic 
blisters; bedrooms have skylights too. The house is radiant heated. 

The house has fascinated many an unlikely admirer, is said to appeal 
especially to purist Mies van der Rohe. No one has reported architect 
Frank Lloyd Wright walking by and asking: Why? 


Walls of square-cut cannel coal around the living 
area are studded with small marbles. Chunks of 
glass waste called “crullets” are built into the 


coal wall—stained glass windows in the rough. 


DEFENSE HOUSING 


The large scale housing program of World War 
Il contained large scale mistakes which must not 


be repeated. A look at the lessons 


For the second time in a decade, the nation’s housebuilders 
are faced with the urgent demands of a defense housing 
program. There are two ways the program can be carried 
out. One is to repeat the World War II experience of waste, 
confusion and hundreds of thousands of mediocre dwelling 
units that will clog up our housing supply for a generation. 
The second is to do the job in an orderly, economical fashion 
so that the whole U. S. housing pattern is strengthened, not 
sabotaged, during the mobilization crisis. 

The chances for avoiding World War II mistakes are 
still good. For one thing, defense housing needs will be 
smaller, more manageable this time. At the end of this year, 
only 4 million workers (out of a 60 million labor force) 
will be in direct defense work. And most of them will work 
in the same towns they live in now. There won’t be a repeti- 
tion of 1942, when 6 million Americans packed up and 
moved from one part of the country to another, causing the 
greatest housing headache of all time. There will be head- 
aches this time—but they will be localized and much less 
aggravating. 

What can be learned from World War II’s experience to 
guide the new program? To find out, the editors of THE 
MacazinE oF BurLpING have reviewed the last war’s mis- 
takes, then drawn up the lessons to be learned. Briefly, they 
are: 

b Housing must be considered a top-priority defense tool. 
>The defense housing program should be carried out by 
private builders. 

> Temporary housing should be kept to a minimum. 

> The shrinkage in house sizes should be checked. 


b Defense housing should be no excuse for bad design. 


Each of these points is developed fully below. Also in- 
cluded are field reports on two U. S. cities which are already 
feeling the defense housing pinch—Aiken, S. C. and Wichita, 
Kansas. Each reflects the problems which will face many 
another U. S. city as its factories accelerate their defense 
production. 


Lesson No. 1. Housing is a primary defense-production tool 


Here the lesson of last time is clear. Almost all the confusion and 
mistakes of World War II housing program stemmed from the un. 
willingness of the War Production Board and other planning agen- 
cies to recognize housing as a top priority need. Their attitude was 
that housing would “happen” once a new plant was built or an old 
one reconverted. It did not happen, of course. Not until the Spring 
of 1942 (when the housing shortage was crippling production far 
more effectively than a battalion of German saboteurs) did WPB 
set up a housing division. Even then the confusion persisted. Result: 
defense housing was 50% behind schedule by mid-1943, 
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Lire: Peter Stackpole 


It would be hard to measure the harm caused to the war effort by 
this undervaluing of housing. The famous example was Willow Run, 
the mammoth Ford-operated bomber plant outside of Detroit. There 
was no housing available near the plant when it was finished early 
in 1942. Not for months after it was finished was a contract let by 
the government to get some built. This time-lag was one of the 
major reasons why the big plant didn’t produce a single plane until 
October 1942. 

This time there are healthy indications that mobilization planners 
have a livelier understanding of housebuilding. NPA promises that 
housing would be more closely coordinated with plant construction. 
In fact the bottleneck is less likely to be housing but the lack of 
extra utilities and facilities which are now being held back waiting 
for Federal funds. 

The current theory is that NPA will request the necessary housing 
from the Housing & Home Finance Agency. HHFA would then 
be responsible for getting it built either by private builders or 
through its own public housing program. How effective this loose 
liaison between the two agencies will be remains to be seen. 

Up to now, HHFAdministrator Ray Foley has been successful 
in selling Congress and the various housing lobbies that if they leave 
everything up to him the program will work out. Some Washington 
observers have their doubts, pointing out that HHFA was not set up 
as a procurement agency. Said one last month: “HHFA is, aside 
from its public housing program, an insurance company. It thinks 
and acts like an insurance company.” Some felt NPA should be 
given the power to order HHFA to produce housing. But, for the 
present, Ray Foley is riding high. 


Lesson No. 2. The new defense program should be carried out 
by private builders 


Of the 1.9 millions units built during World War II, less than 
half (530,000) were privately built. The rest was government hous- 
ing—most of its “temporary” units which are still standing. Despite 


hotos (below): FPHA 


pious declarations by government housing officials before Pearl 
Harbor that private builders would get the job, they were soon rele- 
gated to a minor role. By the end of 1942, the private industry had 
been virtually closed down. 

This was partly the fault of the builders themselves. The industry 
was still dominated by the carpenter-builder who could not adapt 
his small scale operations to the mass housing that was needed. A 
lot of war housing was built by the government simply because local 
builders were not equipped to do the job. A second reason is that 
few builders were interested in building rental housing—and rental 
housing was what war workers needed. The builders figured, incor- 
rectly, that every big war worker rental job would be empty as soon 
as the war was over. Despite the liberal mortgage provisions of Title 
VI’s 608 (which was originally intended to expedite defense rental 
units), only 38,000 units were built under 608 before V-J day. (Many 
builders did build and rent small detached houses during the war, 
then sold them at a neat profit.) 

Greatest stumbling block to private-builder participation in the 
defense housing program was Federal red tape. Even if he was will- 
ing and able to build, he found himself boxed in by the government’s 
inept handling of the materials program. The situation was not im- 
proved by the theoretically strict priority system which was set up 
early in the war. A builder of defense houses soon discovered that a 
priority was not a guarantee but a license to hunt—and there was little 


Lanham Act permanent housing at Coatesville, Pa., 


designed by Architect Oscar Stonorov, was among 
World War IPs best. 
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Low cost portable houses in the West. Although 


temporary, they are still in use—a country slum. 


California “temporary” project is typical example 
of low standards of World War II housing. 


game to be bagged in the materials preserve. Housebuilding becomes 
highly unprofitable when a big operation is stopped for weeks wait- 
ing for nails or toilet fixtures. The result: most builders gave up the 
fight. In July 1942, when they should have been in high production, 
FHA applications were off 50% from the previous July. The whole 
war housing program was soon dominated by temporary public hous- 
ing. 

There is no good reason why private builders should not handle 
most of the defense housing this time. Given the opportunity, they 
can do the job quicker and at lower cost-per-unit than the govern- 
ment. (During the last war, many builders were putting up perma- 
nent units at less cost than the government’s temporary ones. See 
picture panel on p. 125 for a striking example of this.) This time, 
too, there is a large group of big operative builders who can handle 
any project the mobilization planners want built, no matter how big. 

Will these builders be tripped up again by a fouled-up materials 
situation? Although there are still no guarantees, the situation is 
more hopeful than last time. In Washington, HHFA has been named 
a “claimant agency” under NPA’s materials-allocations program. 
This meant simply that the builders will have a friend-in-court when 
NPA planners hand out short-supply materials to various segments of 
the national economy. In the battle for materials, HHFA is in a much 
stronger position now than the wartime National Housing Agency 
ever was. This time the housing agency not only had a clear priority 
on materials but also a chance to get them. 


Lesson No. 3. The temporary housing program should be se- 
verely restricted 


Most controversial aspect of World War II housing was the gov- 
ernment’s temporary housing program. The reason, of course, is 
that the houses weren’t temporary. Of the 446,000 wartime ‘tempo- 
raries,’ only 9,000 have been demolished. And, despite all efforts 
of builders and realtors to make the government rip them down, 
the temporaries will probably remain standing for many more years. 

It is easy now to second-guess and say that the government should 
not have built so much temporary housing. But in the desperate 
Spring of 1942, when we were losing the war, there seemed to be no 
other alternative. Both private and public permanent housing was 
being built too slowly. The National Housing Agency decided to 
shift to a temporary program—dormitories, trailers, row housing 
and single units. The temporary projects were, for the most part, 
poor housing. They were also expensive. It cost $2,745 to put up 
the average temporary housing unit. But for all their faults, the 
‘temporaries’ served the immediate purpose. 

How can a similar flood of dumpy little houses be avoided this 
time? The answer lies in restricting temporary units only to those 
defense projects which are clearly temporary. This restriction was 
written into the Administration’s housing bill now before Congress. 
The rest of the housing should be permanently built and where there 
is any doubt the choice should go to permanent housing. (There are 
few areas where more good housing is not needed, war or peace.) 
Private builders in defense areas should be given firm assurances 
that sufficient materials and mortgage credit will be made available 
for their houses. These encouragements should be enough to prevent 
the backlogging of housing shortages which, in the last war, was 
the immediate cause for so much temporary housing. 

Where temporary housing is needed, it should be permanently con- 
structed and demountable. Here again, the lesson of last time is clear. 
“Temporary construction” is a myth, as the continued presence of so 
many wartime units testifies. It results in housing that is too poor to 
live in and too good to rip down. 

The measure of a temporary unit should not be substandard con- 
struction but portability. When a temporary defense installation is 
closed down. its housing should be salvaged. The U. S., whose mi- 
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DEFENSE HOUSING 


AIKEN, S. C., with its population to be doubled by the new H-bomb plant, has a tough housing 


problem and, as yet, no real solution 


The nation’s top priority housing shortage is in the Aiken-Augusta 
area—site of the Atomic Energy Commission’s great Savannah River 
hydrogen bomb project, now abuilding. What this government proj- 
ect will do to that most select of all quiet, horsy resorts and the fine 
homes on Whiskey Road is no part of this story, which will stick to 
the more pressing problem of how and whether the defense workers 
will be housed there. 

Two months ago only nine new houses were being built in Aiken— 
just about the normal production for an easy-going Southern county- 
seat with 7,000 population. Within a year, however, the Aiken- 
Augusta area will have to house at least 20,000 construction workers 
and their families. And within two years, 8,000 permanent plant 
workers will have arrived. 

Would Aiken be able to house these people? Here are some en- 
couraging indications: 

1. AEC has turned the housing job over to private builders, in- 
stead of putting up a “company town” as it has done with its other 
big projects. (AEC has decided to avoid the headaches and criticisms 
involved in building and operating another town like Oak Ridge, 
whose construction was entrusted to the Army’s Corps of Engineers 
for the purpose of preserving secrecy and obtaining scarce building 
materials—two factors which are not so important today.) 

2. At least half a dozen big builders are ready to build all the 
houses AEC would need. 

3. HHFA has relaxed Regulation X in the area. 

4. The land speculation which had swept the area earlier this year 
has been deflated to manageable proportions. 


Wanted: a master plan 


But there are two other factors which threaten the chances for do- 
ing a good housing job in Aiken. One is the lack of any orderly plan 
for developing the region. The other is the prospect of serious delay 
in expanding such community facilities as schools and hospitals. 
These two problems must be solved if Aiken and the other towns 
around the new AEC plant are to be developed as an intelligently 
integrated industrial area instead of becoming just another dismal 
example of boom-town blight. 


It was precisely because the Savannah River site offered such good 
planning possibilities—both industrially and in terms of employee 
housing—that AEC picked it. It is a semi-rural area, almost un- 
spoiled. Although the 250,000 acre plant site is isolated for security 
reasons, it is close enough to at least four “satellite towns” so that 

. plant workers can commute by car (see map, above). Four-lane 
highways will connect the plant and the towns. Augusta, Ga., with a 
population of 71,500, will be the metropolitan center for the area; 
the other towns will be primarily dormitory suburbs. The overall 
concept has attracted town planners for a generation—a decentralized 


plant separated by a greenbelt from the communities where its em- 
ployees live. 


Whether AEC’s general plan will work out successfully depends 
on how quickly planning standards are applied to the region. Right 
now, there are very few. Only Augusta among all the towns has a 
planning and zoning board. The others are wide open for haphazard 
development. Aiken recently began to remedy the situation by hiring 
an MIT economics professor to do a month-long community survey. 
He was paid $1,100. For a town whose population will double in 
the next two years this was a half-hearted approach to the local crisis. 
So far there has been little coordination between the towns in the 
area, mainly because they have neither the money or the facilities to 
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work on this level. All of them are waiting for the Federal govern- 
ment to provide adequate funds for planning purposes. 


Also wanted: community facilities 


The lack of community facilities was also tied up in the wrangle 
over the new Defense Housing Bill. Each of the local towns is look- 
ing for Federal funds to finance the additional hospitals, schools, 
streets and other utilities that are needed for their expanded popu- 
lations. Until the bill is passed, little will be done. 

Aiken provides a good example of the chaos that would result if 
funds for community facilities were not provided quickly. Within 
the next year about 10,000 construction workers and their families 
will settle in and around Aiken. Later their places will be taken by 
2,500 permanent plant employees and their families. In the case of 


the construction workers, the town’s facilities will be handling twice 
their present load. At present, there are only 93 hospital beds for 
the whole of Aiken County. The schools are already overcrowded 
and the school districts are having trouble keeping teachers because 
the pay scale is low. Sewer lines are barely adequate for the present 
population. 


To handle the expected population increase, Aiken has set up a 
$7.8 million expansion budget. Most of this ($4.5 million) will be 
used for new water and sewage facilities. The rest will be divided 
among new schools ($1.6 million), more hospital space ($600,000) , 
a new fire station, street improvements and more recreational facili- 
ties. 


The most immediate threat to housebuilders working in Aiken and 
other local towns is the shortage of utilities. The water situation is 
particularly acute in most places. Augusta’s water supply was being 
used to capacity this past December—normally a low water use 
month. Unless the city water plan is expanded quickly, rationing 
will probably be necessary this summer. Also serious is the lack of 
water lines for new subdivision operations. In North Augusta, 
Builder Fred Bible had to construct his own water main directly from 
the town reservoir to insure a proper supply for his new 265-unit 
development. It cost him $30,000 to run the 9,000 ft. long main. 

Meanwhile, with preliminary construction already started on the 
big AEC plant, the towns are faced with the job of providing hous- 
ing for 20,000 incoming construction workers. (Another 15,000 will 
be recruited from the area.) Under present plans no temporary hous- 
ing will be built for this army of workers. The E. I. duPont de 
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Nemours Co., which is building the plant, has told local officials that 
they can expect most of the in-migrants to bring trailers with them. 
The rest will double up in rented rooms. In relying on this make- 
shift arrangement, local towns hope to avoid the blight of temporary 
housing projects. (But they will not avoid, for the time being at 
least, the equally distasteful blight of bunched-up trailers.) 


Big builders to the rescue 


Providing housing for the 8,000 permanent H-Bomb plant workers 
is a less acute problem because most of them will not show up for 
18 months. This allowed a little leeway for planning. Already 
dozens of builders and prefabricators from all over the country are 
investigating the possibilities of building houses in the area. Among 
them: Long Island’s Levitt & Sons, Los Angeles’ Mark Taper and 
such big prefabricators as Gunnison Homes and National Homes. 
The Levitts have already proposed a “new town” project, modeled 
on their Landia project (THE Macazine oF Bupe, Feb. 50) 
but to be built for rent rather than sale. 

If the Levitts did bring their neat, low-slung Landia house to South 
Carolina, they would raise the level of house-design standards in the 
area. Most of the other builder houses are the same stiff, stock-plan 
models that FHA and the banks have long since enshrined as “safe 
design.” The H-Bomb plant employees will spend their working 
hours in a factory that is, among other things, a tribute to careful 
planning and functional design. But after work they will go home to 
little houses which, in their design and construction, exhibit neither 
of these virtues and offer none of the benefits of better living the 


Lire: John Dominis 


Aiken’s main street is jammed with curs these 
days—the forerunners of the automobile invasion 
that will start this summer when thousands of 
construction workers arrive in trailers. At left is 
shown a new row of typical builder houses. 


better architects and builders have been working out in recent years. 
For the time being, local firms will handle most of the house- 
building in the area. The Knox Corp., a large prefabrication firm in 
Richmond, Ga., plans to operate in Aiken and North Augusta, and 
J. C. Greens, a Greenville, N. C. builder, is coming to Aiken. Almost 
all builders plan detached small houses. The Atomic Energy Com- 
mission thinks that most of its employees will want to buy rather than 
rent. (It has proposed, however, that the Wherry military rental 
housing bill be extended to its installations. At Oak Ridge everybody 
rents from the AEC.) Since most of the H-Bomb plant people will 
be technicians, their income level will be slightly higher than aver- 
age. But most builders are programming their houses for sale in the 
under-$10,000 price bracket. l 


Land speculation 


When the project was announced last November, a wave of land 
speculation threatened to kill any chance for building low cost houses. 
In the first weeks after the announcement, options on South Carolina 
farmland that would not have brought $100 an acre previously were 
being traded at five times the price. Since then, however, this Klin- 
dike atmosphere has cleared. “Everyone lost his head for a while,” 
says Adrian Sherman, Augusta realtor, “but now we see it all a little 
more clearly.” Realtor Sherman recently bought 250 acres adjoin- 
ing a highway on the way to the plant for $300 an acre. His client 
wants to build houses there in the $10,000-$15,000 class. Says Sher- 
man: “We would have paid double that price three months ago, but 
now we don’t have any trouble getting land at the right figure.” 
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ale Boeing-W ichita Photo 


WICHITA, the biggest boom town in the country, has a housing shortage, but local builders think 
they can handle it themselves. But, they count on the doubling up of 6,000 families 


Six months ago, the Wichita Chamber of Congress Bulletin called 
attention to 500 empty rental units in town. Last month the Cham- 
ber’s housing committee was holding special meetings to figure out 
ways to handle the city’s housing shortage. This ‘quickie’ shortage 
was a rough measure of how fast Wichita had zoomed ahead as a 
key defense production center. 


Famed as a producer of World War II’s B-29 bombers, the self- 
styled “air capital of the world” is now turning out the sleek, swept- 
wing B-47 strato-jet bomber (picture, above) which can carry an 
A-bomb further and faster than any other plane. The big production 
line at Boeing’s mammouth Plant No. 2 on the east side of town is 
all tooled up. Forty-five smaller factories and shops around Wichita 
are subassembling B-47 parts. Aircraft plant employment is already 
1,000 greater than World War II’s 29,000 peak. 


Wichita’s housing problems offer a very pointed example of what 
can happen to other U. S. cities as their defense industries expand. 
In the next two years Wichita must make room for 50,000 more 
people—a thumping 25% increase in its population. This year alone 
it expects 30,000 newcomers. Getting enough housing (not to men- 
tion additional classrooms for 10,000 kids and extra hospital beds) 
will be a hard pull. 


In World War II, Wichita met an equally severe housing crisis 
with 6,000 “temporary” public housing units built out near the Boe- 
ing plant. (Most of them are still standing.) This time, local build- 
ers think enough housing can be provided without direct govern- 
ment aid. Says young (30), aggressive Willard Garvey, biggest 
builder in town: “We could have done the job ourselves the last 
time, too. Our builders were selling houses for as low as $2,400 in 
1942 while the Federal government was putting up slums for $3,900 


a unit. If they leave us alone, we can put up enough decent housing 
this time.” 


3,500 new houses for 10,000 new families 


Whether Wichita can avoid another round of government housing 
this time remains to be seen, however. Although 10,000 new families 
are expected this year, Garvey and other builders were scheduling 
only 3,500 new units. Only 1,000 of these will be rental units—which 
is what defense workers most wanted. 


Why such a discrepancy? The builders believe they have good 
reason for scheduling less than 4,000 units this year. For one thing, 
they do not think that many defense workers will buy the new houses 
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or rent the new apartments. These will be taken over by “natives” 
moving out of older houses downtown. It is the older houses that 
will be rented to the aircraft workers. With some doubling up 
about 4,000 new families could be handled in these vacated units. 
The other 6,000 new families would be taken care of, by and large, 
by doubling up in “fixed-up apartments” in older houses. (The ex- 
ceptions would be those who came to town in trailers. Wichita’s 
trailer camps have been jampacked for months. Late arrivals are 
being parked in back yards of suburban homes on a $20-and-up 
monthly rental arrangement, not including utilities.) 

Doubling-up rather than new housing is therefore what Wichita 
wants to offer the bulk of new residents. Local realtors thought this 
solution would satisfy the average defense worker since he wouldn’t 
be tied down to a mortgage or a lease. And it would be even more 
satisfactory for the realtors themselves since they did not want to 
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World War II housing: Plane view war housing project 


(above), built as a temporary project in 1942, is still stand- 
ing. Typical two-story barracks were built for $3,900 a unit. 
At the same time, Builder Frank Kessler was building and 
selling five-room, 780 sq. ft. houses (pictured opposite) for 
$2,450. 


Today’s defense housing includes trailer camps... 


see the town overbuilt, especially in rental housing. Said one: “We 
haven’t forgotten those 500 empty apartments last summer. The air- 
craft factories told us they were hiring several thousand new work- 
ers. We went ahead and built. There was a slip-up somewhere and 
the new workers weren’t taken on for months. Meanwhile we were 
stuck with a lot of apartments.” 


Employment ads without new housing 


Are Wichita’s housing planners overestimating the new defense 
worker’s willingness to double-up? In the last war, there was no 
trouble: patriotism and the shortage of any jobs except war work 
made thousands of workers double up without complaint. But the 
present situation is different. “Peacetime” industry is still booming 
and it is harder to persuade skilled people to move to a defense area 
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... and unimaginative houses little better than those of World War II 


either by flag waving or even by offering better wages. 

Until two months ago, the aircraft factories could tell out-of-town 
workers that housing was available in Wichita. But now the recruit- 
ing teams which have gone as far away as Boston and New Orleans 
for machinists and other skilled workers can make no guarantees. 
What effect will this have on Boeing’s recruiting? 


Prices going up 


Apartments in older houses are available in Wichita today on a 
scarcity basis. They are relatively high-priced. (Wichita dropped 
rent control in 1947.) A single room costs from $30 to $60 a month. 
A one-bedroom old-house apartment runs from $55 
to $90 not counting utilities. There are virtually 
no two-bedroom apartments available: less than 
10% of the units in rental projects built last year 
in the town had two or more bedrooms. (“Sure, 
they want two bedrooms,” explained one builder, 
“but they want to pay one-bedroom prices.”) If an 
aircraft worker has a chance to rent a new 608 
apartment, it will cost him $60 without utilities. 
New houses are being built to sell for $7,500 and 
up. Used houses are still easy to buy, but at rising 
prices. Wichita builders have erected 5,000 houses 
since 1940—an extraordinary 25% increase in the 
total housing supply within five years. 

Since the aircraft factories are recruiting only 
skilled workers from out of town, the newcomers should be able to 
afford these prices. The skilled categories at Boeing pay upwards 
from $1.35 an hour. Currently, a good part of the plant is working 
a 48 hour week. Thus a skilled mechanic is averaging $70 a week. 
For a great many, it is nearer $100. Unskilled workers (who come to 
town for a job without being recruited) start out at Boeing at $1.07, 
are usually making more than $1.20 within a few months. 


Builder Garvey: 
“If they leave us 


» 


alone... 


Time will tell 


Meanwhile, Wichita’s builders are going ahead on the assumption 
that doubling up will solve most of the town’s housing problems. If 
not, inadequate housing may soon give the aircraft factories a high 
turnover. In that case, the pressure for government housing will be 
strong. A short time will tell whether the Wichita builders are 
adequately meeting the new housing demand on-a private-enterprise 
basis or are in need of government assistance. 
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Vhen Huckleberry Finn drifted down the Mississippi on a raft with the runa- 
vay slave, Jim, in the early 1800's, and slipped past St. Louis in the dark of 
he fifth night, he thought, “. . . it was like the whole world lit up. In St. 
Petersburg they used to say there was twenty or thirty thousand people in 
st. Louis, but I never believed it till I see that wonderful spread of lights at 
wo o'clock that still night. There warn’t a sound there; everybody was asleep.” 

St. Louis got a lot bigger. It got to be the third largest American city in 
870. But it wasn’t until it fell pretty far down (eighth in 1950) that every- 
ody woke up and saw the rot. 

Last month St. Louis was getting ready to cut two big sections out of the 
ollar of slums which is threatening to strangle its downtown business section. 
"inancially and architecturally, the separate operations—one mostly private, 
he other entirely public—might well set a new rescue pattern for other tight- 
‘ollared U. S. cities who are watching their substance disappear to the com- 
ortable suburbs: 


' Private project . . . One slum clearance project is planned under the Urban 
tedevelopment section of the Public Housing Act of 1949, which helps buy 
lum sites for clearance and redevelopment by private investors — but the 
nitial private capital in St. Louis will not be insurance company money. In- 
tead, a committee of 20 St. Louis businessmen has raised equity ($2 million) 
o form their own local Urban Redevelopment Corp. and start building a set of 
all slabs housing 1,500 middle income families in the middle of town. 


Public project . . . Construction will start soon on a $58 million low rent 
roject to cover 96 acres of the city’s worst slums. Replacing ramshackle old 
ouses jammed with people—and rats—will be 11-story apartment houses 
rhich, even unbuilt, have already begun to change the public housing pattern 
a other cities. Skip-stop elevator service will be combined with open galleries 
very third floor to build vertical neighborhoods for poor people in a city 
rhich up to now has lived 90% in single houses. Compared with the unim- 
ginative public housing prototype the architects were given to match, the 
ew plan saves not only people, but money. And as instructive as the build- 
igs is the site design: a city-purchased park will be stretched out to wind 
irough the area like a river. 

iis is a dead house. Old St. Louis residences like this one were built in the 1800s 
ul have shells of enduring brick, because good clay was so readily available that “it 
as easier to dig yourself some and make some brick molds than to chop trees for lumber.” 
ut 25 people, including 6 children, have to live in the desiccated interior of this shell— 
is in one of the old sections which give St. Louis the dubious distinction of having 
1e most crowded houses of the twelve major U. S. cities. Another distinction: of the 
' largest cities, St. Louis has the highest percentage of dwelling units still using outside 


ilets (13.2% at last count). And these slums are within screaming distance of the main 
isiness and shopping district of downtown St. Louis. 


PICTURES 


The Mayor is a Real Estate Man 


Joe Darst can ride around the St. Louis area of a Sun- 
day afternoon and go through two subdivisions which 
bear his name, Darstdale and Darstmore—the products 
of his and his father’s real estate firm. If he wants to 
dig deeper into the past he can drop into old St. Louis 
Cathedral, where ke will find hung on the wall a docu- 
ment dated 1831 bearing the signatures of the Bishop 
of St. Louis and his great grandfather, John Darst, in 
which Darst contracted to produce woodwork for the 
Cathedral. 

The Darst family has been part of St. Louis a long 
time, which is probably one reason why the mayor 
wants to preserve the city. 

St. Louis sits beside a wide part of the Mississippi 
in the center of a web of railroad tracks, and has grown 
back along the railroad lines, not along the river. City 
limits were set in 1878, and this basically caused the 
present sad financial position of the city proper. More 
than one-third is now blighted area—a tax liability; 
another 8% of the city’s area, five square miles, com- 


“We must rebuild, open up and 


clean up the hearts of our cities.... 


The fact that slums were created 
with all of their intrinsic evils 


was everybody’s fault. 


Now it is everybody’s responsibility 


to repair the damage.” 


prises slums among the worst in the world, inhabited 
principally by Negroes, who form about a sixth of the 
population. 

The city showed a net loss in population in 1940, but 
even then the suburbs were booming. St. Louis County 
—outside the city limits—now numbers over 300,000 to 
the city’s 800,000-plus; back in 1890 the city was 12.4 
times as populous as the county, but today everybody 
wants to move out. In the last five years, only 5,175 
dwellings have been built in St. Louis proper. In the 
suburbs, 27,000 have been built. 

Social planners in St. Louis think the population 
should be allowed to disperse, that even public housing 
projects should be built outside the city; but then 
what happens to the city? 

Darst is out to reclaim St. Louis with all tools avail- 
able, and the readiest seems to be the Public Housing 
Act of 1949. He has labored in other directions, as 
with Nelson Rockefeller’s IBEC Corporation, which was 
interested in building 3,000 Negro housing units in St. 
Louis; but his biggest present means for revitalizing 
slums—and his city—is the 12,000 unit Public Hous- 
ing reservation allocated St. Louis. Almost all seg- 
ments of political opinion are strong behind him in his 
housing program, including St. Louis Big Money, which 
has a large stake in this big old city. 

Ina 13-week editorial campaign, St. Louis’ great news- 
paper, the Post-Dispatch, asked an ominous question: 


PROGRESS OR DECAY P 
- ST. LOUIS MUST CHOOSE . 


The mayor and most of the citizens think there is a 
hopeful answer. 
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A new apartment type, patent pending 


The elevators stop every three floors, and dwellers on the intervening 
levels walk up or down to their apartments. This money-saving fea- 
ture is not new; but combining it with an open gallery on elevator- 
stop floors in these buildings in order to eliminate hallways and 
create “neighborhoods” at different floor levels has already been the 
subject of so much interest and emulation by other cities’ Public 
Housing Authorities, that the architects’ lawyer has decided it is- 
patentable, and has filed. 

Although there will be a minimum of 200’ between buildings, this 
project will double the present density of the site, which is now occu- 
pied by jammed, rat-ridden old houses, interspaced by junk-yards— 
an atmosphere of debris and despair. 

A total of 26 apartment houses is planned for the 96 acre site, and 
each will be made up of the elements shown separated (left). Each 
complete building consists of a slab fattened at the ends (right). 
There is no through horizontal circulation in any but the shortest 
building; instead, when a building is to be increased, another stack 
of apartments is added to the length, serviced by its own elevators 
and stairways. This way, neighborhoods are added, not enlarged (20 
families meet on each gallery, no more). 


Every third floor, including ground level, has open 
gallery as shown diagrammatically above. Ele- 
vators stop only on these levels, and residents of 
other floors walk one flight up or down to their 
apartments, making stairwells vertical hallways, 
and thus saving greatly on circulation cubage 
(some fire stairs would have had to be included 
anyway, even if the elevators stopped on every 


floor). 
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ARTHUR A. BLUMEYER, Chairman, St. 
Louis Housing Authority 
HELLMUTH, YAMASAKI 
& LEINWEBER, Architects 
HARLAND BARTHOLOMEW & ASSO- 
CIATES, Landscape Architects 
WILLIAM C. E. BECKER, Structural 
Engineer 
JOHN D. FALVEY, Electrical & Mechan- 
ical Engineer 
HORNER & SHIFRIN, Utility Engineers 


Model by Mitchell 
Model photos by Hedrich-Blessing Studio 


The gallery 


The 20 families will use the gallery: 

l. As a close, safe playground for small children while mothers 
are doing housework, or laundry. Young children need use no eleva- 
tors to get to this play area. For safety, opening wili be fenced com- 
pletely with a steel weave. 

2. As an open air hallway. ; 

3. As a porch in spring, autumn and summer. Summer breezes 
can blow through the gallery, but winter winds will be blocked by 
movable shutters. Galleries face south and are assured summer shade 
and winter sun by the ratio of gallery depth to height. 

4. Asa laundry. A concessionaire will put a coin operated auto- 
matic washer and dryer on each gallery (there is space for two if 
necessary). Facilities also are provided for tenants who wish to 
wash by hand or by their own washing machines, and there are two 
drying yards on each gallery. A decision from Washington allowed 
the architects to substitute this arrangement for kitchen laundry tubs. 

5. As storage for such items as bicycles, washing machines, and 
tools. Each family is given a bin for such items in the central area 
just off the elevator (instead of in the far away basement—the bane 
of many an apartment dweller’s existence). 
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Galleries are 11 ft. deep by 85 
ft. long and will all be oriented 
south. These areas are to be used 
as play and lounge areas for 
wheel toys, perambulators, play 
pens, and occasionally for outdoor 
dining. Critics of multi-story pub- 
lic housing projects always object 
to distance of play areas for 
small children from mothers su- 
pervision, also to fact that chil- 
dren must use elevators. These 
objections are avoided here; 
mother can be doing laundry 
within sight and hearing of child 
playing in sun. And all this is 
not too far away from whatever 
may be cooking on the apartment 


stove. 
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Away from the cross plan in apartments? 


The efficiency target set for the architects of this project 
was the cross plan in use in New York City Public Hous- 
ing. But they planned harder and tighter in their slabs 
and have designed a type which their estimators say will 
undersell the cross by 16%—without cutting room sizes. 

The comparison is based on a project of nine cross plan 
apartment buildings 14 stories high against a project of 
14 St. Louis slab type buildings 11 stories high, each con- 
taining the same total and types of rooms. Comparative 
cost in the St. Louis area of the cross type would be 
$6,412,940; of the St. Louis type, $5,419,400, or about 
$1,000 less per dwelling unit.* 

The biggest economies of the slab over the standard 
cross are in circulation area and elevator halls, and in 
elimination of the basement. The cross plan project has 
almost 65,000 sq. ft. of service area (laundry, storage, 
etc.) in the basement. The St. Louis plan moves the ser- 
vices upstairs, where they are handier (see page 131), 
gives them 6,000 sq. ft. more space and leaves out the 
basement. Moreover, the St. Louis type skip-stop elevator- 
ing cuts so much square footage in eleyator halls and cir- 
culation upstairs that the combined services and circula- 
tion area totals 99,000 sq. ft. less. That means that each 
apartment, St. Louis type, requires about 92 sq. ft. less 
building to house and service it, a tremendous saving— 
estimated at about 12% of construction cost. 

The other 4% savings are: elevators—the cross type 
project requires 18 elevators and stops them at every floor, 
necessitating 252 door openings; the St. Louis type uses 
only 14 elevators, skip-stop, for a total of 56 door open- 
ings; strwcture—it is obviously easier to frame the rec- 
tangle than complicated X’s; materials—brick will be 
saved by leaving the concrete frame logically exposed. 

Floor areas in the apartments are well above the minima 
set by Washington. And the extra gallery space, better 
ventilation and orientation, greater privacy, better play 
area, and larger number of fire stairs gained by giving up 
elevator service to all floors make this apartment type look 
like a good bargain. 

The 4,700 units in the whole project will vary in size: 
249%, one bedroom; 42%, two bedrooms; 29% three bed- 
rooms; and 5%, four and- five bedrooms. Rents, pegged 
to family incomes under $3,100, will be $16 to $47 per 
month. The entire project will cost $58,758,000 including 
land, or $12,500 per unit. 


* Only following variable items were estimated: excavation, 
concrete, cement finish, waterproofing, masonry, plastering, 
sash, glass, roofings and insulation, miscellaneous iron, sheet 
metal, doors and frames, and elevators. 
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ree variations of the plan used are shown on this page, including 


amples of each apartment layout, and floor plans of each typical floor 
el. (First floor, gallery floor, solid apartment floor.) Basic building 
bove) combines two end units with a rib unit containing elevators. In 
or shown of this apartment, residents walk one flight up or down to 
llery floor to get elevator. Note minimum space alloted to hallways. 
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zger building lengthens the slab between end units by including rib 
its and a central section of larger apartments. After model was com- j 
ted, architects changed plans to include a bedroom window shown only 
plan in order to insure through ventilation. Plan runs of} page to right, 
t would include rest of rib unit plus another end unit, terminating slab. 
CENTRAL UNIT ~ RIB UNIT——— 
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aller laundries and drying areas are adequate on ground floors be- 
ise they are used by 1⁄4 fewer families. This variation of basic plan 
embles one above, but central section is somewhat longer to include 
ger apartments. As above, rib unit running off page to right would 


‘t into end unit, terminating slab. 
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River park plan extended to city 


i river of trees 


nother refreshing part of the project is the method of spreading 
e park land, which the city will buy as part of the project. In- 
ead of lumping it in one area, designer Yamasaki is using it as a 
‘iver” of open space winding through the project. This idea was 
rojected to the entire St. Louis area in a proposal by City Planner 
arland Bartholomew, when he suggested a larger river system 
` parks in the blighted area which surrounds the business section 
see drawing). A long narrow park is more useful than a square 
ark, say the planners. 

Land selected for this public housing is the cheapest such par- 
l in St. Louis ($1.20 per sq. ft.), but by the time this project 
completed will probably have grown to be the best. An earlier 
te plan which packed garden apartments all over the area was 
gotten in favor of a plan which leaves a minimum of 200 ft. 
tween buildings. When they first discussed this, the designers 
ippened to be in their Detroit branch office, which looks out on 
)0 ft. wide Washington Boulevard. To estimate the proper dimen- 
oning of the space between buildings in the housing project into 
‘een area, parking area, and recreation area (see drawing) they 


ent downstairs with a tape measure, and spent a morning mark- 
ig off distances, an unusually practical maneuver which lost them 
couple of tape measures to Detroit traffic, but gave them a firm 
lea of the realities of their space. 

One part of this big site has been reserved for a future Urban 
edevelopment project, to be privately financed and operated. 
his would be a big help in the relocation problem for families 
ow living on this site, some of whom will not be eligible for pub- 
c housing. The relocation problem will also be minimized by 
leapfrog” construction of the public housing part of the area: 
y building one section at a time, and starting in the area of pres- 
at lowest density, the Public Housing Authority hopes to be able 
» move displaced families to new homes within the project as 
uilding goes ahead. The project will be 24 Negro, 14 White. 


PRIVATE HOUSING 


The second half of St. Louis’ attack 


on slums 


—backed by local businessmen 


Before they are finished, a committee of 20 St. Louis businessmen 
may put up another $50 million in slum clearance projects for 
middle income families. (For financial mechanics of plan see next 
page.) Today, the project exists only as architects’ sketches, but 
the committee has amassed two million dollars in pledges from 
downtown St. Louis companies to start with, and the sketches by 
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Architects Harris Armstrong, and Hellmuth, Yamasaki & Leinweber 
show the type of improvement the 20 have in mind: three tall 
sinewy slabs comprising 1,200 apartment units in a park near the 
Union Station, replacing 5 rundown blocks of slums and flop- 
houses which are now a scar and financial load on the city. 

The committee, formed in spring of 1950 to raise capital and 
run the project, was Mayor Darst’s idea. Members, all conserva- 
tive business leaders, include Augustus Busch of Anheuser-Busch, 
Morton May of the May Company, Clifford W. Gaylord of the 
Gaylord Container Corporation, Sidney Baer of Stix Baer and 
Fuller, and Frank Mayfield of Scruggs, Vandervort and Barney. 
Executive vice president and general counsel for the committee is 
the Republican mayor who preceded Darst in office, lawyer Aloys 
P. Kaufman. 

This would not be an investment purely for “return” on money, 
though it was surely not a donation, Kaufman told St. Louis busi- 
nessmen; there would, however, be a gigantic return on investors’ 
money if ravelling business values in the downtown district of St. 
Louis were caught up. A local newspaperman said, “The commit- 
tee wasn’t looking for money from widows and orphans; they had 
the kind of arithmetic which could appeal to the big companies 
who have big investments in the downtown.” Famous Barr De- 
partment Store subscribed $300,000. Heffern-Neuhoff Jewelry 
Store put in $500. The Post-Dispatch invested $250,000. The 
complete roster of backers reads like a bluebook of downtown St. 
Louis businesses. 

A department store executive explained the six figures of his 
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company’s big pledge: “Sure we can follow the population to the 
suburbs. We’re doing that, with branch stores. But for merchan- 
dising it is much better if you can have one big base that also pays 
its way. In a slum we don’t do that. And supposing the whole 
city did turn itself inside out and disappear to the suburbs—once 
that had happened completely, the implications for the life of the 
city as a whole, including those suburbs, might be something to 
worry about. You don’t go on walking without a heart. We’ve got 
to save that, and if we start soon enough together with public hous- 
ing, we can.” 

According to Delbert Wenzlick, whose company operates the 
biggest string of apartments in St. Louis now, the right kind of 
apartments in that district can be rented for upward of $2 
per sq. ft. per year. “The big shortage in this town is ‘efficiencies’ 
—small apartments. We have a hundred applications for one of 
ours.” Another factor in sizing apartments: when guaranteeing 
loans on projects, FHA figures the maximum mortgage on the 
basis of the number of apartments as well as the number of 
rooms. “Efficiencies” are what the committee of 20 businessmen 
plans to build. 


Money mechanics: 


The committee of 20’s $2 million, raised by selling stock and 
debentures, will all go into the first part of the project—with this 
equity they should be able to raise $8 million more through an 
FHA insured mortgage from a private investor (several Life In- 
surance Companies are interested). 


There will also be help in three stages from the Housing 
& Home Finance Agency: first, a $55,000 grant for planning, to 
St. Louis’ new Land Clearance Commission, and later a short term 
loan for slum acquisition and clearance. Finally, when the land 
has been cleared and resold to the Urban Redevelopment Corpora- 
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Principal streets running through this apartment group would be depressed 
to pass under great-slabs of apartments (above). Garages under two of the 
buildings extend the full block; their roofs are used as garden terraces 112 
stories above the street. Two existing churches in the area are retained 
(perspective below), adding scale to the sculptural effect. 


tion at a loss to make it a realistic investment, the HHFA will pay 
2% of the loss, out of a $5,196,000 allocation to the St. Louis area. 


The other 1/3 of the loss on the real estate transaction will be 
borne by the city, but can be contributed in the form of streets, 
utilities, and other improvements like new schools. 


Another incentive to build is offered by the state of Missouri, 
whose own redevelopment act permits lower local taxes on such 
enterprises in return for a guarantee of limited profits to the in- 
vestor. For the first ten years, only the present tax on the land will 
be paid by the Redevelopment Corporation; for the next 15 years, 
only 50% of the assessed value of the land plus the new buildings. 
The profit limitation exacted by Missouri is 8%. 


The committee of 20’s fund can be continued after comple- 
tion of the first apartments if they then sell their $2 million equity 
to another private investor, and use that cash to go on and clear 
more slum area in the same financial pattern with the aid of more 
federal money for land acquisition. 


Associated Architects: 
HARRIS ARMSTRONG 
HELLMUTH, YAMASAKI & LEINWEBER 


Photos: G. E. Kidder Smith 
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REVIEWS 


Gröndal Apartments, Stockholm (above and 
upper right) Backstrom & Reinius, Archi- 
tects, are built around sun courts protect- 
ing them from blustery winds on site 
overlooking harbor. Each court is painted 
different color to create “neighborhood.” 


Häverö Church, built in Uppland about 
1300, “Shows the simple forms of Central 
Sweden impressively realized in local 
stone,” part of the countrys continued 


architectural heritage. a 


Auditorium in Linköping museum, Ahrbom 
& Zimdahl, Architects, is typically calm 
handsome Swedish interior. Wall finishes 


are pierced mahogany and walnut. 
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SWEDEN BUILDS ©, 0. ssser smin, ara 


With Land Policy Chapter by Sven Markelius; 
Published by Albert Bonnier, New York and Stock- 
holm, in cooperation with the Swedish Institute, 
Stockholm; 280 pp.; 8⁄2 x 11 in.; Illus.; Price $8.50. 


England’s Architectural Review called it the 
“New Empiricism”; others called it the Inter- 
national Style in bedroom slippers. They 
were talking about Sweden’s architecture to- 
day. 

Kidder Smith’s new book on this architec- 
ture describes at length what has happened to 
the modern building esthetic in a country 
whose people have been living with it almost 
exclusively for a generation now: “Swedish 
architecture . . . has concentrated on produc- 
ing the highest general level of architecture in 
the world, and one intimately tied to progres- 
sive planning and social betterment . . . The 
one adjective appropriate to describe Swedish 
architecture — if one must be employed — is 
‘civilized.’ Specific buildings may in addition 
be (as they generally are) clean, simple, di- 
rect, elegant, democratic, sensitive, harmoni- 
ous, charming, gracious, self-effacing, well 
built, beautifully detailed, colorful, and even 
playful, but civilized is the generic term for 
most modern work. In addition, an outstand- 
ing characteristic of most new Swedish build- 
ing is its friendly, sympathetic scale. There 
is no bombast and authoritarianism, no fascist 
leaning, never a self-conscious straining for 
effect. Architecture is considered as an end 
for humans, not for itself. Swedish architec- 
ture has a simplicity suggesting inevitability. 
Its quality is high; its standards of finish and 
craftsmanship are superb; its detailing is im- 
aginative. Its overall impression lies not so 
much in individual greatness as in collective 
excellence.” 

The results in structures are pleasant but 
not stirring. Planning on a broad scale is 
more important than buildings, and claims the 
attention of the best architects—‘Esthetics can 
be in time a style and a dated one, but the 
sociological approach to better housing, 

(Continued on page 252) 
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HOTEL MADE FOR THE TROPICS 


LOCATION: Panama City, R. de P. 
EDWARD D. STONE, Architect 
KARL J. HOLZINGER, Associate 


(Stanley Reese, Alexander Knowlton 
and J. Graham Stewart, Project Staff) 


MENDEZ & SANDER, Associated Architects 
ARANGO & LYONS (Panama) and 
PAUL SMITH (Miami). Contractors 
THOMAS CHURCH, Landscape Architect 
GUY B. PANERO, Mechanical Engineer 
FRED N. SEVERUD, Structural Engineer 
FLORENCE B. HAYWARD, Decorator 


april 1951 


The hill on which El Panama was built overlooks the Pacifi 
entrance of the Canal to the south. A dozen miles to the north i 
Tocumen Airport, principal airfield for the Republic—the plac 
where passengers and crews change planes on flights betwee 
North and South America. A couple of miles to the west is Panam 
City. At night, the lighted honeycomb structure is an elevated lanc 


mark, strikingly visible for miles around. 


Honeycombed Æl Panama is air-conditioned by the trade winds 


“I told Frank Lloyd Wright that we had designed a hotel without 
windows, without doors and without corridors,” says Architect Ed 
Stone. “But that was an exaggeration, of course.” It was a very 
slight one indeed: For most of its 450 ft. length this tall, white 
honeycomb on the edge of Panama Bay is wide open to the 
cooling ocean breezes; and more than half of the hotel’s 271 rooms 
are really breezeways raised high up into the tropical sky where 
the trade winds can sweep right through them. 

This openness to the trade winds is more than a bit of climatolo- 
gical trickery; it is characteristic of the architects’ whole approach 
to the design of El Panama. Where others would take hotel plans 
good for New York (or London or Paris) and impose them upon 
the tropics (e.g. the National in Havana), Stone and his associates 
decided to use the tropical climate rather than fight it and to let the 
tropics air-condition themselves. Where others had come with pre- 
conceived notions, the architects of El Panama approached their 
problem with an open mind, came up with a whole stack of fresh 
ideas that have already revolutionized hotel planning in many parts 
of the world. For the most interesting fact about El Panama is that 
it was an ancestor before it was even born: Designed in 1946 (and 
delayed by temporary money troubles), Æl Panama anticipated 
many new developments in hotel design by half a decade, pioneered 
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the breezeway-room (since used in the Virgin Isle on St. Thomas) 
and the lobby-less ground floor—since employed with magnificent 
effect in San Juan’s Caribe Hilton and proposed for Maracaibo’s 
Del Lago (Tne Macazine or BuirLpinc, Mar. & June ’50, resp.) 

The building that has caused all this commotion in hotel circles 
is, incidentally, a distinguished piece of architecture (though a 
good deal more distinguished when seen from the south than from 
the north). Hotel specialists certainly will take notice of El 
Panama’s stunning south facade (photo opposite); but they are 
even more impressed by the open and effortless flow of space in 
El Panama’s plans. That openness is striking in the airy hotel 
rooms that act like a hundred little wind tunnels for the northwest 
breezes from the Atlantic. And it is just as striking in the lobby- 
less ground floor—a large and colorful indoor-outdoor space made 
up of restaurants, bars, pools, terraces and dance floors under tropi- 
cal palms. 


Hotel without lobby 


“All that big lobbies are good for,” one hotel planner said 
recently, “is to attract old ladies who like to watch the passing 
parade.” When Stone and his associates began designing Æl 


Ezra Stoller 
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Paved ard landscaped patio (left) has its own out- 
door bar und dance floor. Covered walks around 
this patio “opposite) will serve as terraces for 


swimming Faol under construction to west of hotel. 


f 


Photo (above): Thomas Church; (others) Ezra Stollér-Pictor 
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Stone-designed outdoor furniture on front terrace 
(left) was made in Arkansas home industries spon- 
sored by Senator J. William Fulbright, is now dis- 
tributed in U. S. View of lounge is shown opposite. 


Panama, they soon found out that Kirkeby Hotels (who were picked 
to manage the hotel) felt exactly the same way. New York’s 
Gotham and Hampshire House, as well as other Kirkeby-managed 
hotels have compact lobbies, waste no space on public shelters. 


To make El Panama’s lobby pay for itself, the architects turned 
the ground floor into one large public space. One part of it is 
the restaurant; another is the bar; a third is a lounge. None is 
separated from the other by more than a movable trellis or a 
plant box, so that the restaurant, on busy days, can spill over into 
the lounge (and contract again when business is slow); so that 
the bar rather than the “big clock” becomes the landmark in the 
lounge, ticking off profits rather than minutes while people wait to 
meet their friends; and so that the lounge itself is merely a sitting 
area from which waiting guests are naturally drawn either to the 
restaurant or to the bar. 

In the Caribe Hilton most of the ground floor was left completely 
open to the outside. El Panama’s public areas, however, were 
always meant to be sealed and air-conditioned—because it is hotter 
in Panama City than in San Juan, and more than twice as humid. 

To make up for this separation of indoor and outdoor space, 
the architects (together with Landscape Architect Thomas Church) 


Plan of El Panama’s ground floor (upper stories indicated 
with gray tone) shows air-conditioned restaurant, bar and 
lounge, wide open foyer, terraces, patio and shops. Reception 
desk is shown at right. 


SARKING GARAGE BELOW 


have made the indoors look tropical with the aid of such stocks-in- 
trade as large plants, a native-theme mural by Witold Gordon, and a 
louvered screen made of strips of moss dripping with water and 
sprouting orchids! The brilliant sunlight streaming in through 
glass walls serves to heighten the illusion of a tropical conservatory. 

The outdoor space has been treated in the opposite manner: 
Here are a bar, a dance floor, an extension of the restaurant—plus 
a whole series of pools, beds of flowers, serpentine walls and 
sweeping canopies. The canopies and the paved walks under them 
will eventually extend toward the west, link the hotel to a group 
of cabanas planned for future construction and intended to form 
the nucleus of a small country club. 


Rooms without doors 


El Panama’s open-planned ground floor is without doubt a major 
design achievement; similarly impressive, however, are the hotel’s 
open-planned outdoor guest rooms on every floor. In the Caribe 
Hilton all rooms were air-conditioned (in part because the hotel’s 
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Typical balcony has plant box, tile paving (as in the 
rooms themselves) and deep concrete overhang. Plants 
will soon grow over balcony rail, turn El Panama’s 
honeycomb facades into huge, colorful bowers. Typical 
guest room (below) is completely open to trade winds, 


has louvered screens on balcony and deck sides. 
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corridors were central and double-loaded). In El Panama, only the 
rooms in the central block have air-conditioning. Everywhere else 
the hotel is only one room thick; that room has louvered folding 
screens toward its balcony on the south, and a louvered screen 
toward the outside companionways (or decks) on the north. Because 
the architects raised their hotel high up into the sky, the trade 
winds from the northwest sweep right through the rooms, day 
and night. Said one recent visitor to El Panama: “The cross- 
ventilation in these outdoor rooms is sensational—one of the best 
things about the place.” Other guests who were first assigned 
air-conditioned rooms asked to be moved to an outdoor room after 
a couple of days. They liked the artificial air-conditioning fine (it 
consists of high-velocity units in each room); but they found the 
natural trade winds more intriguing, saw no need to worry about 
Panama’s malaria and yellow fever rates, both of which are now 
lower per capita than New York’s. In any case, bugs don’t fly above 
tree-top level, and all rooms are higher up than that. However, 
for timid souls, the architects provided removable screens over all 


guest room openings. 
One look at Panama’s climate charts makes the outdoor rooms 
seem like a minor miracle: Not only does it rain 344 times as 


Model room (above) was set up at New York’s Architectural 


League in March °50 and furnished by architects. Finished i , š š Š 
: f a : much in Panama as it does in New York (which is one reason for 
version departed somewhat from architects’ plans. P : 

the deep overhangs that protect balconies and decks); but, in 
addition, Panama City’s average temperature for the whole year is 
around 80° F. This means that it is always as hot in Panama as it 


is in Houston in July! To most architects these facts would have 


Photos: Esra Stoller-Pictor 


spelled year-round air-conditioning; to El Panama’s architects they 


meant re-thinking their architecture and producing a solution that 
will soon be copied in all hot and humid climates—and for all 
sorts of buildings. 

Having turned the hotel room into an elevated breezeway, Stone 


and his associates re-evaluated the function of the hotel room as 
such, decided (as others had before them) that people like to be 
able to live in hotel rooms as well as sleep in them. Consequently, 
El Panama’s rooms were designed for indoor-outdoor living: Each 
has its own full-width balcony with flower beds, each is furnished 
as a living room, and each has a small combination foyer-and- 
dressing room screened from the rest of the apartment. 

To study the problem, the architects built a full-size, fully 
furnished model room (see cut), exhibited it at New York’s 
Architectural League in March of 1950 to get public reactions. 
Budgetary reasons made it impossible for the clients to carry out 
this design in every detail, and Decorator Florence Hayward 
(responsible for interiors) was forced to compromise here and 
there, while retaining much of the spirit of the original design. 
Yet the finished job still represents some advance over the Caribe 
Hilton’s guest room arrangement which made little use of the 
entrance foyer for dressing room purposes. 

Basic rates for the hotel rooms start at $8 a day for one guest, 
$12 for two. In the central block, two rooms were combined 


Open companionways up in the sky are architects’ answer to 
windowless hotel corridors, afford spectacular views of Pan- 


ama’s tropical hills. 
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to produce air-conditioned suites that rate from $18 a day to as 
much as $26. The Presidential Suite—a four-room affair—rents 
for $40 to $56, depending upon the number of guests using it. 
These rates, very close to those of the Caribe Hilton, seem entirely 
reasonable in a hotel of this caliber. 


Structure without tremor 


The deep concrete overhangs that protect El Panama’s balconies 
and decks against sun and rain are part of a daring 9 ft. 
cantilever designed by Structural Engineer Fred Severud. These 
sunshades and their vertical dividers give the hotel its distinctive 
honeycomb look. But at a distance from the south, El Panama looks 
like nothing so much as a tall ship riding green waves of grass 
(see p. 138). 

As a matter of fact, that illusion isn’t entirely false: Upon 
Panama’s volcanic soil, Engineer Severud designed the structure 
to withstand the tremors of occasional earthquakes, anchored the 
hotel “fore and aft” to keep the concrete frame secure. To do 
this, Severud used the concrete end walls as well as the elevator 
shafts at both sides of the center section as stabilizers, designed 
every transverse beam to withstand shocks (see plan). Unusual 
soil conditions forced him to sink steel piles through volcanic 
soil on one side of his building, use spread footings on the other. 
However, there is no expansion joint between the two halves of the 
building; the structure is treated as a monolithic whole above the 
foundations, and Severud confidently expects both halves to behave 
alike under the impact of any tremors the earth many transmit. 
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Roof of El Panama has two-story restaurant for formal dinners, circular bar 
underneath mezzanine and gambling casino above. Roof terraces extend 


restaurant space on all sides. 


Plan of typical floor shows reinforcement against 


earthquake tremors (gray tone) on alternate col- 


umn lines and in end walls. 


Venture without equal 


Panamanians are as unworried about El Panama’s future as 
Severud is about its stability. They know that the hotel has no 


rival for miles around. The old, 200-bed, wood-frame Tivoli, which, 


according to local experts, stays together only because the termites 
are holding hands, closed its doors by prearrangement the day 
El Panama opened. Moreover, there are no rivals in the country- 
club league either: Wealthy, entertainment-starved Panamanians 
now flock to their new hotel, dance and dine on its roof terraces, 
gamble in its casino, drink at its bars. The Union Club in down- 
town Panama City, once the social center of the capital, barely 
met its expenses the night El Panama opened, has been running a 
poor second ever since. Thus, to citizens of the small Republic, 
El Panama is the undisputed center of the smart set; to airline 


pilots and passengers switching planes midway between North and 
South America, the hotel is an exceedingly pleasant stopover; and 
to an increasing number of tourists (who come for some of the best 
deep-sea fishing in the world), El Panama is the answer to a vaca- 
tionist’s prayer. 

All this is excellent news for a group of young and progressive 
Panamanian businessmen who invested in El Panamas future. 
Three hundred stockholders put up $1 million; other Panamanian 
interests bought up a $2 million bond issue; and the remainder of 
the building’s cost—$214 million—was met by credits from the 
U. S. Export-Import Bank. With new hotels springing up in Italy, 
Hawaii, the Virgin Islands, Venezuela and elsewhere, El Panama is 
the latest contender in an increasingly competitive field; and with 
just about every Panamanian rooting for the new hotel, it seems 
destined to be one of the most successful contenders to date. 
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FLEXIBLE FACTORY: rne austin co. detiversne 


THE AUSTIN COMPANY, Engineers and Builders 


PRODUCTION FLOW is straight across main 
manufacturing building, as diagrammatic sketch 
shows. Penicillin and other antibiotics are pro- 
duced in a separate two-story and basement struc- 
ture (r.) where process vats extend the full build- 
ing height. Production of adrenal cortical and 
other hormones is also concentrated in separate 
explosion-proof building. Other small buildings 
shown (r.) are powerhouse and fire station. 


Ezra Stoller—Pictor 


t-in flexibility, including a real innovation in ceiling construction 


n the vast new world of pharmaceutical manufacturing, 
rhere the miracle molds have replaced yesterday’s herbs and 
lixirs, the normal demands made by industrial process on 
ndustrial plant are raised to a kind of nth power. To a re- 
aarkable extent, the mammoth new plant of the Upjohn Co. 
utside Kalamazoo, Mich. is like some precision-engineered 
aboratory instrument. To accomplish this kind of precise 
ccommodation in a plant where some 33 acres are under 
oof is an assignment big enough to stagger even today’s 
uilding technology: here the normal mechanical services 
ave been so highly developed as to point some new direc- 
ions for all kinds of industrial building. 


The other major demand set by this kind of manufacture 
lso shows, in a very exaggerated way, what today must be 
one in almost all kinds of factory building. This is to pro- 
ide for a complete flexibility of future operations—room 
» expand, room to install new machines, room to convert 
uickly from one product to another. 


In the pharmaceutical industry, which has paced medi- 
ine’s vast Twentieth Century conquests, this demand has 
sached almost explosive proportions. Penicillin, streptomy- 
in, aureomycin, terramycin—these are only the most spec- 
cular names in a marvelous progression which has changed 
oth the shape of man’s fate and the shape of the pharma- 
eutical industry’s buildings. Not many years ago, for ex- 
mple, the nation’s whole supply of penicillin came out of 
tboratory bottles—now Upjohn makes penicillin in stainless 
eel vats which stretch the height of its new two-story anti- 
iotics building. 


Upjohn’s old manufacturing building was a 12-story ele- 
ator structure in downtown Kalamazoo. Over the last decade 
f rapid medical discovery, Upjohn had been obliged to add 
ne new department after another. Sometimes this had 
ieant breaking up the new process by squeezing out space 
n several different floors. Aware that the pace of medical 
dvance may be even faster in the years ahead, Upjohn’s 


production executives set flexibility as their No. 1 goal in the 
new building operation. 


This is exactly the kind of assignment which fascinates 
the research-minded engineers of The Austin Co., a firm 
conspicuously devoted to the notion that the fullest possible 
definition of function must precede the definition of building 
plan. Working closely together, Austin and Upjohn engineers 
together delivered a building whose important contributions 
to the science of industrial design include: 


> A new (and patented) integrated ceiling, in which “troffer” 
beams carry lighting and also support duct work and 
sprinkler lines. This ceiling system is figured to have made 
a net saving of more than 40 cents a sq. ft. 


> An air conditioning system providing over 100 different 
zones of varying temperature and humidity—the most intri- 
cate installation Austin has ever made. 


>A layout which, by lining up space in four big slices— 
incoming warehouse, production, packaging, outgoing ware- 
house—enabled Upjohn for the first time in its history “to 
accomplish everything in one motion” as C. V. Patterson, 
director of the production division, puts it. 


> A “sandwich-like” organization of the building cube, which 
puts all air conditioning equipment in the truss area above 
the finished ceiling and all piping and other service connec- 
tions in the basement area below the main manufacturing 
floor. This means that all these services are instantly avail- 
able for maintenance, repair or change-over operations. 


>A battery of built-in provisions for flexible use of space. 


> Employee facilities of a pace-setting character and amp- 
litude. 


> A comprehensive use of color keys for production efficiency 
and safety. 


> Some ingenious uses of common construction materials. 
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LIFT TRUCK is the key to a continuous flow of materials through one-story layout, also help: 


Here is one more layout designed around that familiar industrial 
pack-horse—the lift truck. In this plant, the lift truck is not 
only the basic tool for moving raw materials and finished goods 
—it is also a prime instrument of the flexibility so urgently 
sought by Upjohn’s production engineers (see cuts, below) . The 
basic plan of the main manufacturing building is in four big 
strips: 1) raw materials warehouse with inside unloading rail- 
road spur and trucking docks; 2) manufacturing area; 3) pack- 
aging area; 4) outgoing warehouse and loading facilities. This 
simple horizontal scheme replaces a scattering of manufacturing 
operations on six floors and a basement in Upjohn’s old build- 
ing in downtown Kalamazoo, while the whizzing army of lift 
trucks and tractors replaces the old bottleneck of freight eleva- 
tors. The great warehouse area (114 times the space allotted 
to manufacturing) replaces five separate warehouse buildings 
Upjohn formerly rented downtown. 

Departmental allotment of space within this over-all scheme 
was worked out by placing miniature models of machines on a 
scale layout. Upjohn executives are very enthusiastic about this 
kind of planning: “It caught at least one mistake in machine 
placement which would have been very expensive. It proved to 
be the best kind of personnel relations—for it enabled us to 
bring into the planning operations the men who actually run 
the machines and to profit by their many valuable suggestions.” 

Upjohn is close-mouthed on figures, but the savings already 
realized by this “all in one motion” layout are tremendous. One 


Hedrich-Blessing Studio 


FINISHED GOODS are stored in warehouses like 
this which occupy the west third of the structure. 
There has been no attempt in this area to main- 
tain the close atmospheric and lighting controls 
provided in production and packaging depart- 
ments. Monitor type construction, with 60' welded 
trusses and 40! jack trusses in the two high bays. 
provides ample room for pallet storage. 


measure: despite a 60% increase in production capacity, there 
has been no increase in personnel over operations in the old 
plant (now converted entirely to research facilities) . 

Of equal importance to Upjohn is the fact that this simple 
plan will permit future expansion of both warehouses in correct 
proportion to increase in factory space. Working closely with _ 
Upjohn’s own engineers, Austin planners provided for future 
flexible use of space in a number of ways illustrated at right. 


Ward C. Morgan Studio 


filled bottles repacked empty bottles unpacked carton conveyor portable 1000-gallon tank vacuum dust exhaust 


bottle filling line 


IMPORTANCE OF MECHANICAL HANDLING in 
saving labor costs can be gauged by this tiny 
conveyor, designed by Upjohn’s own engineers, 
whose sole purpose is to move cardboard cartons 
a distance of 20'. Bottles are removed to produc- 
tion line; emptied cartons travel by conveyor for 
repacking at other end. Role of lift truck is dra- 
matized in fluids department. In old plant, cough 
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lift truck 


syrups, etc. were mixed on one floor, flowed by 
gravity through pipes to bottling on floor below. 
Production engineers considered overhead pneu- 
matic piping to convey fluids in one-story plant, 
finally realized that movable tanks, pushed by lift 
truck from mixing to bottling area, would save 
trouble of cleaning and changing piping every 
time fluid mixtures were changed. 


standard service box 


FLEXIBLE USE OF FLOOR SPACE is provided by 
standard service boxes in many departments. 
Boxes provide plug-in machine connections, have 
outlets for both 440 and 110 voltage power, a 
compressed air line, and a vacuum exhaust tube 
for dust removal. Note how light tablet compress- 
ing machine is mounted on pallet for easy moving 
by lift truck to another location. 


ovide for easy future changes 


Ezra Stoller—Pictor 
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FACTORY OFFICES are housed in 40' wide mez- 
zanine which extends the length of the plant (see 
center of cross section, below). Natural lighting 
is provided by the clerestory which extends above 
the roof line of air conditioning penthouses flank- 
ing the mezzanine. Continuous fluorescent troffer 
lighting is installed in the metal acoustic ceiling. 


CENTER MANUFACTURING SECTION is 360’ wide 
and flanked on both sides by warehouse space 
with enclosed railroad spurs and truck docks. A 
central aisle divides manufacturing space into 
processing and packaging areas. These are fully 
air-conditioned and completely dependent on arti- 
ficial lighting. Basement holding employees 
lockers, medical facilities, etc., extends under 
manufacturing area, Central basement corridor 
gives access to manufacturing area. Warehouse 
for incoming raw materials extends for 260' at 
right of cross section; warehouse for finished 
goods extends for 260’ at left. 


m 
factory offices jash ait 
“aS : i 80° — 
= PACKAGING | == mmj — amla — — MANUFACTURING || = — — —|— — RAW STOCK | 
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CROSS SECTION shows how Austin’s H-section 
welded trusses are used to provide 80’ spans in 
manufacturing and packaging areas. Columns are 
spaced 40’ apart along length of plant, which 
stretches for 1,120’. These big bays provide a 
maximum of unobstructed floor space and mean 
great flexibility for future changes. Unloading 
along the 1,120' length of the incoming warehouse 
is planned so that all raw materials will be 
stored at a point directly in line with the point 
of manufacture. Thus lift trucks are able to move 
in a straight line—carrying raw materials to 
processing departments, processed goods to pack- 
aging departments, and packaged goods to out- 
going warehouse. Doors in fire walls between 
building sections are operated by electronic eyes. 


BUILT IN FLEXIBILITY is provided by more than 
25,000 knock-out pipe sleeves to accommodate 
future changes in location of machines. In areas 
like this (left), they were placed on 4 ft. centers 
in two directions before floor slab was poured. 
Piping and all other services needed to operate 
machines on first floor were hung from concrete 
floor slabs as shown in photo (left). The base- 
ment underneath the whole production area gives 
direct access to this piping for maintenance and 
any new machine installations. Piping is arranged 
in five levels below floor slab and identified by 
color. Knock-out pipe sleeves mean that any of 
a this piping can be brought up for first floor con- 
‘Studio nection without cutting the slab. 


knock-out pipe sleeve 
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INTEGRATED CEILING: poi om steel beams become trough for lighting 


°° 


Anybody who has designed a “flexible” or “integrated” ceil- 
ing —one of these intricate assemblies of lighting fixture, 
acoustic panels, air diffuser, sprinkler heads, channels, clips, 
hangers, etc.—and then watch-dogged his system through the 
jeopardies of construction will have a real feeling for the 
problem Austin designers faced when they set to work on such 
a finished ceiling to cover an area of 400,000 sq. ft. “Our 
preliminary design made on the usual basis,” one of Austin’s 
executives recalled, “looked pretty clumsy. We asked ourselves 
—Can’t we do something better?” | 

The something better turned out to be Austin’s revolu- 
tionary and patented ceiling system detailed on these pages. 
Here lighting has actually been integrated with structure. 
Basis of the system is the trough-like or “troffer” beam, 
formed from heavy gauge sheet steel. Fluorescent lighting 
fixtures are set directly into this beam, which also serves as 
a wiring raceway eliminating all conduit. These troffer 
beams mean the elimination of all hangars and other special 
frame work ordinarily used to support lighting, ceiling tiles, 
duct work and sprinklers lines. The new beam can safely carry 
a concentrated load of 1,600 lbs. With troffers spaced 4 ft. on 
centers, this means a uniformly distributed load capacity of 40 
Ibs. per sq. ft. Troffer beams in 20 ft. ee are held in place 
by clamps which have been bolted to the bottom chord of 
Austin’s H-section welded trusses. Steel nailing channels to 


runner channel —— N 


ceiling board 
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bottom chord of truss 


which ceiling tiles and boards are fastened run across the troffer 
beams. Austin believes this system will be practical for all 
types of buildings where a large finished ceiling is required. 
Austin claims these as the main advantages of its new ceil- 
ing system: 
Reduced cost of at least 40 cents per. sq. ft. due to re- 
duced quantities of materials and simplified installation. 


Increased lighting flexibility. Every other troffer beam is 
covered over by ceiling tile, which can be easily removed for 
installation of an additional strip of lamps and reflectors. 


Much easier installation of building services. Elimina- 
tion of supporting steel means open space above the ceiling, 
giving more room for duct lines, etc. The troffer beams them- 
selves served as a work scaffolding; plywood planks were 
thrown across from beam to beam, permitting workmen to 
move around with all the ease of a floor operation. 


Simpler vapor sealing. Seal extends from troffer beam to 
troffer beam, with each beam acting as a tight dam. 


Easier cleaning and maintenance in attic or truss area. 
Only exposed surfaces are the flat surfaces of the troffer beam. 


More securely mounted lighting fixtures as compared 
with clip-on systems. Lighting reflectors in 4 ft. lengths are 
easily removable for bucket washing. 


troffer beam 


catwalk units 


sheet metal to form air duct 


í 
M bus duct l 
4 ieee hung 


clip 


integrated fixture trough acoustic t 


bottom chord of ti 


from troffer bec 


ur conditioning duct steel roof deck 
troffer beam runner channel 


troffer beam TROFFER BEAMS, as shown in construction photo 
(L), extend from truss to truss and were fastened 
to the bottom chords. Three of these troffer beams 
are shown, two on either side with continuous 
fluorescent lighting units already installed and 
one in the center without lighting. Runner chan- 
nels to which ceiling board is fastened can be 
seen extending across the middle troffer which 
will be covered over with ceiling tile. If there is 
a future need for raising the lighting level, addi- 
tional fixtures can easily be installed in this 


middle troffer. 


acoustic board 


~~ bottom chord of truss 


= vapor seal 


— acoustic tile 


steel roof deck l e 
Photos (above and below): Hedrich-Blessing Studio 


FLEXIBLE METAL WALLS are used to enclose spe- 
cial departments on main manufacturing floor. 
Photo (above) shows how easily these can be 
attached to the integrated ceiling. Photo (l) 
shows how troffer beams, because of their struc- 
tural strength are able to support air conditioning 
duct, air diffusers, sprinkler pipe, etc. Usually 
such equipment must be suspended from purlins 
by elaborate hanger system. 


80 ft. welded truss 


air diffuser 


insulated air conditioning duct 


troffer beam 


ZONAL CONTROL: precision air conditioning provides 100 differing climates 


The intricate air conditioning system designed by Austin 
moves some 2,810,326 cu. ft. of air per minute. It is made 
up of over 100 individual systems, each one designed to 
supply air of specified temperature and humidity. These re- 
quirements range from the standard comfort conditions in 
plant offices (80° DB, 50% RH) to a room where handling 
of hydroscopic materials requires holding humidity to 10% 
or less. 

Air conditioning equipment is concentrated on reinforced 
concrete platforms framed directly into Austin’s standard 
H-section welded trusses. Some 28 of these platforms are 
above the manufacturing area; 8 additional platforms hold 
equipment for controlled air supply to parts of the warehouse 
where perishable raw materials and finished goods are stored. 
The basis of the whole elaborate plan to set up a general 
average condition throughout the plant of 75° DB and 40% 
RH and to supplement this average condition by adding 
special filters, chilling or heating coils and dehumidifiers 
where more refined conditions are necessary. 

Air filtering, for example, works like this: For general 
average supply, air is drawn in from roof intakes by the big 
fans at a rate of over 30,000 cfm and passed through a 
standard mechanical filter (screens cleansed in oil bath). 
Where air is supplied to Upjohn’s sterile process areas, more 
cleaning is necessary and air is passed through electromatic 
filters, then through a chamber where it is irradiated by ultra- 
violet lamps. 

Standard chilled water coils bring air down to the average 
40% RH. Where humidity must be further reduced for 


REINFORCED CONCRETE PLATFORM holding air 
conditioning equipment is framed directly into 
trusses. There are 28 such platforms over manu- 
facturing area, each one holding proper combina- 
tion of humidity, temperature and atmospheric 
controls for zone it serves. The 100,000’ of duct 
work is insulated throughout; engineers say in- 
sulation will pay for itself in two years in fuel 
saving. 


AIR CONDITIONING STATION serving dry process 
departments hold electromatic filter (r.) and ab- 
sorption dehumidifier (1.). 
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supply to special process areas, air is run through large or 
washer-type absorption dehumidifying units. 

This vast and elaborate system will eventually be auto- 
matically operated by time clock controls (now being in- 
stalled) which will start and stop equipment at specified 
times. A good example of Austin know-how: Controls are 
lined up on panel boards in exact and consistent patterns 
which show maintenance men instantly what type of system 
they are dealing with. 

Some other items underlining the care with which every 
detail of the huge installation was worked out: At major 
intake points, double inlet fans set in plenum boxes are 
used to save space between ceiling and roof deck. In a 
portion of the office where electric business machines are 
used and rate of heat gain is high, Austin engineers decided 
that cooling this area with standard diffusers would mean an 
uncomfortably high velocity. Instead they used a small ceiling 
plenum, with gentle air leakage through a perforated pan. 


Photos: Hedrich-Blessing Studio 


“FREEZE DRY” DEPARTMENT, seen through vision panel in tile corridor 
wall, is an example of process requiring sterile and dry air supply. 
Employees wear sterile masks. Enameled hardboard ceiling and walls are 
washed in antiseptic solution once a week. 


electromatic air filter 


COUNTRY-CLUB-LIKE PLANT win provide everything to keep employees happy 


Like most manufacturers, Upjohn had nursed some hopes of 
salvaging its downtown manufacturing building (only 15 years 
old) by enlarging capacity on this site. Two engineering studies 
showed the overwhelming advantages of a horizontal layout 
over any further additions to the downtown multi-story build- 
ing, but the real clincher for Upjohn was the realization that 
only a move to the suburbs could provide room for the addi- 
tional expansion that would almost certainly be necessary in 
the future. Accordingly, the firm gave the nod to Austin’s one- 
story plan and acquired a suburban site amounting to 1,500 
acres. This tremendous acreage Upjohn foresightedly plans 
to use in solving some of the problems involved in moving its 
1,600 employees to a suburban location. Land adjacent to the 
plant is already developed by attractive landscaping, by recrea- 
tion facilities used both at lunch-hour and after work, and by 
adequate parking which can be left at rush hours without con- 
gestion. Recognizing that shopping would be a problem for 
women workers used to lunch hours in the downtown shopping 
district, Upjohn asked architect Victor Gruen to make plans for 
a shopping center near the plant, in which one of the Kalamazoo 
department stores will probably be the prime lessee. Architect 
Gruen is also at work on plans for employee housing. Upjohn, RECREATION LOUNGE for employees adjoins cafe- 
anxious to avoid any of the overtones of “company housing,” fede hal fe odie + humid me n eee 
hopes to build a dozen or so houses for employees as a pattern, Rox wien om tables gnd supl Borë coubis; Pie 
then sell lots and encourage employees to build their own nic tables and garden furniture are provided are 
houses. (Shopping center and housing plans, as a fine example terraces outside for warm weather relaxation. 

of the integrated development necessary to put suburban indus- 

trial relocation on a sound basis, will be shown in a future 
issue.) For a glimpse of Upjohn’s abundant in-plant provisions 
for employee health and morale, see cuts. 


THREE BIG LUNCHROOMS (below) have been 
provided on basement level adjoining locker 
rooms. These snack bars are in addition to main 
floor cafeteria. Employees use them at mid-morn- 
ing and mid-afternoon rests. The 90-seat audi- 
torium (right) is also on ground level. 
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shows bus unloading concourse HEALTH 
and how long central corridor has 
direct access to manufacturing 
floor by three stairways. Shops 
(Upjohn designs and fabricates 
much of its process equipment) 
are also on this level, as are lav- 
ish health facilities, provided on 
the scale of a hospital clinic. 


stairs & elevators BUSES bringing employees to work drive right 
into basement unloading concourse located below 
plant offices on ground level. 


WAREHOUSE 


stairs & i y 361 


BUS TUNNEL 


Photos: Ezra Stoller—Pictor and 


Il-ton door moves to 
right after equipment 
is mounted in cell hid- 
den behind panel. 


Maze of glass is locked 
inside hot cell, oper- 
ated remotely. 


et 


Strong electric lamps 
illuminate key points 
of each experiment. 


Each door has a separ- 
ate periscope. 


Overhead crane for 
moving equipment has 
mobile controls. 


Plastic gasket is in- 
flated to make tight 
seal around panel. 


Panel is supported by 
traveling crane, permits 
entire assembly to be 
easily moved. 


Idea of mobile panel 
is great technical ad- 
vance. Complex equip- 
ment is built, assem- 
bled, tested in cold 
area, then moved into 
place. When doors are 
closed radioactive ma- 
terial is lowered through 
ceiling. 


Elaborate instrumenta- 
tion and controls re- 
main on the outside. 


Cell doors have cut out 
sections that fit tightly 
around this block. 


This lifting clamp is 
removed after panel is 
fitted into place. 


“HOT LAB" 


Atomic research requires new concept in laboratory planning and construction 


With this first report on the Brookhaven “hot lab,” the great 
atomic age is ushered into constructive use in private industry. 

A new requirement—the handling of radioactive isotopes— 
will soon be changing the design of many new laboratories. 

Already more than 400 colleges, hospitals, industrial and 
other laboratories are using this new research tool. This large 
number is an indication of the rapid growth of peacetime re- 
search in this new field. 

Located at Camp Upton, Long Island, Brookhaven has an im- 
posing array of “firsts” to its credit. It is the First Labora- 
tory for handling highly radioactive materials which can be 
described in detail. It is the first of a new type of laboratory 
devoted to nonmilitary applications’ of atomic energy. Many 
of its design features are original and used here for the first 
time. It provides more flexibility than earlier “hot labs.” 

Above all it has significance for architects and engineers be- 
cause it provides basic lessons that can be adapted for use in 
other research centers. 
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The Brookhaven “hot lab” is different from any other building 
in the country. 

It is different in design and construction because the work 
done there is different. Scientists work with hotter (more radio- 
active) materials than in any other nonmilitary laboratory. 
Because they have widely diversified interests, they require 
more flexibility than is provided by other hot labs. 

The design of the building is the result of three basic aims 
set by a planning team representing Associated Universities, 
Inc. (which operates Brookhaven under contract with the AEC) 
and the H. K. Ferguson Co., designer-builders: 

l. Creating flexible, efficient work areas for a wide range of 
engineering and other research in chemistry, physics, biology, 
medicine and related sciences—some involving hazardous ma- 
terials handled by remote control. 

2. Providing shielding to protect personnel. 

3. Preventing radioactive contamination of equipment, the 
structure and the neighborhood. 


Exterior photograph of hot lab has ap- 
proximate orientation of plan below 
with cold area at left, hot at right. 
Plan, below, shows how interrelated 
functions are grouped together. En- 
trance, conference room and few offices 
are on partially excavated ground floor. 
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Floor plan segregates hot from cold activities 


To accomplish these objectives the planning team (led by 
Louis Stang, Gerald Strickland, W. E. Winsche and Brook- 
haven’s architectural unit plus Ferguson’s capable staff) de- 
cided on the floor plan shown above. The basic concept was 
to separate cold from hot activities, and keep cross traffic in 
personnel and equipment to a minimum. 

The cold area is divided to provide several services for the 
hot area: The building, assembling and testing of elaborate 
equipment used in hot cells; providing tool rooms, storage 
and special-purpose rooms; and double locker rooms for 
both men and women (street and work clothes are kept sepa- 
rate). 

In addition there is space for laboratories, physical measure- 
ment, counting (to tabulate radioactivity in specimens), health 
physics (to keep a check on workers’ exposure to radiation) 
and a sort of “decompression chamber” which workers must 
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Sectional view of hot area. Photo, left, 
shows far hot cell in operation. Both 
doors of near cell are open and cut- 
out areas can be seen in steel plate thut 
permit doors to close tightly around 
panel section. 


pass through when going from hot to cold zones where they 


“get monitored for radioactivity. Down the center of the cold 


area is an unobstructed 8’ corridor, wide enough for a lift truck. 
The hot area has facilities for several kinds of experimenta- 
tion: the hottest of all, done in hot cells; work with less 
active materials, done in the semi-hot cells; and a variety of 
experimentation and processing done in the “semi-works” area 
where large equipment can be set up and where Brookhaven 
processes isotopes used in hospitals, colleges and other labs. 
The balance of the hot area is largely devoted to servicing 
space such as storage, disassembly, and decontamination. 


Construction materials and methods 


One of the principal differences between this laboratory and 
others is in the weight of its structure. Foundations, columns, 
floors, roof and much of the exterior walls are of reinforced 
concrete. Exterior is of brick. Partitions and pier facing are 
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of terra cotta block. The building rests on deep concrete piers 
that in turn rest on heavy concrete pads. Subsoil is all sand. 

Many interior partitions also are of unusual thickness be- 
cause they serve as shielding. Partitions between the semi-hot 
cells, for example, are 6” of steel. All the floor area in the 
hot area is heavy enough to support great loads. Portions 
where additional hot cells may some day be built are 3’ thick. 
One section of flooring over the waste treatment tanks is 4’ 
thick of movable blocks that can be taken up if there is need 
to remove tanks or other equipment. 

Interior design of the building was considerably influenced 
by the fact that cleanliness was more important than in a 
hospital. Dust and dirt are dangerous because they become 
contaminated and carry radioactivity. Consequently the plan- 
ning team representing Brookhaven emphasized there should 
be no dust traps such as shelves, horizontal tops on equipment 
or unnecessary projections. All walls are smooth and without 
cracks. The utility pipes (water, compressed air, gas etc.) 
mounted high on one wall in the hot area are covered with a 
removable sheet metal panel that has a sloping top. 

Walls and ceilings are covered with an acid-resistant paint 
that can easily be washed. On the floor is a plastic tile laid 
on mastic, both acid-resistant. Materials are inevitably spilled, 
and when this happens the tile will stop some and it is hoped 
the mastic will stop the rest. If contaminated liquids get 
through the mastic, the cement must be chipped out and re- 
placed, a process that in itself spreads contamination. 

Inside the hot cells a stainless steel lining is covered with 
a blue paint that can be stripped off. Normally the cells are 
washed down after they are used and this is sufficient to keep 
them uncontaminated, but the paint can be stripped off as 
special precaution when necessary. 

Construction in the cold area tends to be more nearly like 
an industrial laboratory, although there are some unusual 
features. A bench in the physical measurement room is sup- 
ported on two columns that are isolated from the building 
foundation to eliminate vibration. The walls, floor and ceiling 
of the counting room are of 2’ concrete, making this a vault. In 
the analytical laboratory the floor tile has been sprayed with 
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VERTICAL SECTION THROUGH SEMI-HOT CELL 
ee ee ran 


Semi-hot cell, with scientist using tongs and mirror to work behind lead 


bricks. Cap badge and cylinder measure radioactivity he receives. 


a cocoon plastic as an experiment to reduce chances of con- 
tamination if material is spilled on the floor. Similar cocoon 
has also been sprayed in the hot section to cover exposed pipe 
or other dust catchers. 


Waste piping and plumbing system 


Another principal reason the design and construction is 
unique is because of the complex piping system used to carry 
off contaminated waste. The network of pipes and tanks is so 
great that the complete system, inside and outside the building, 
cost over $500,000. Most of it is stainless steel. 

Water is used to carry away contamination, whether in the 
form of emergency showers that a man can quickly jump under 
if he spills acid on himself, the washing down given to hot 
cells, scrubbing of contaminated glassware or the constant 
washing of floors. 

All wastes that may be contaminated are automatically 
checked for radioactivity, and if active are put through an 
elaborate “delousing” process. 

A visitor might well believe that two kinds of waste systems 
would be sufficient: hot and cold. But there are actually five: 

1. Hot, containing uranium or other materials for which 
Brookhaven is accountable to AEC. 

2. Hot but not accountable. 

3. Hydrochloric acid or solvents. 

4. Liquids containing only slight activity. 

5. Inactive, as from floor drains in cold area. 

Some of these are so corrosive, such as hydrochloric acid, 
they must be carried inside a plastic lining which in turn is 
inside a stainless steel conduit. There are automatic counters 
for even the normally inactive wastes to make sure that no 
untoward accident has happened. 

There are so many lines for carrying water or wastes that 
it was necessary to build five trenches across the floor of the 
hot area. These are pitched for natural drainage, are painted 
with several coats of acid-resistant paint, and have removable 
concrete slab covers. The tile floor, however, covers the trenches 
and would have to be taken up for access to the trenches. 

Waste from the hot cells is carried out through five drainage 


lines located in a pipe trench. All drainage lines from the hot 
area feed into a series of tanks located in three basement tank 
rooms. Each kind of waste is segregated and active wastes 
are allowed to cool off in hold-up tanks. 

The contents of the different tanks can be measured for 
radioactivity from a central control room (see photograph) 
where an operator can shift liquid from tank to tank, dispose 
of it, or pump it out to a tank farm 250 yds. away from the 
building. When liquids have lost enough of their activity to 
be safe they are pumped into the sewage system. This is not 
done until activity is a fraction of that found in many streams 
that pick up low-activity from rocks and other natural 
materials. 

The drainage system at Brookhaven’s hot lab is one of the 
most elaborate of any atomic center, as most other labs are 
able to discharge wastes into large streams. While such labora- 
tories do considerable processing of wastes, they have a less 
difficult technical problem than does Brookhaven. 


Ventilating and air conditioning 


Air circulation is as important in its way in keeping the 
building a safe, efficient place to work as is the liquid drainage 
system. Ventilation serves as a carefully controlled flushing 
and cleaning system that brings in outside air, filters it, condi- 
tions it if necessary and pumps it through a variety of zones 
and then again filters it, scrubs it if necessary and disperses 
it to the atmosphere. 

There are three basic rules that govern air flow: 

1. Air movement is always from cold areas to hot areas. 

2. Air is used only once and is never recirculated. 

3. The building is zoned according to the amount of radio- 
activity involved and air from contaminated areas is given 
special handling that makes it clean and safe to exhaust to 
the atmosphere. 

In the cold area most space is ventilated with filtered outside 
air which is not conditioned. Approximately 20,000 cfm is 
supplied that ventilates locker rooms, toilets, mechanical 
equipment and other rooms. Most of this air is exhausted 
through the roof. 

Four rooms in the cold area receive conditioned air. Three 
systems serve these rooms. One delivers 1,350 cfm to the phys- 
ical measurement room and the counting room together and 
this air is exhausted into the corridor as it is not contaminated. 

The second system delivers 3,600 cfm, equally divided be- 
tween the analytical laboratory and the solution makeup lab- 
oratory. This system is called the Lab Constant Supply and 


provides enough air to take care of each room when one or 
two of the four hoods are operating. However, when three or 
four hoods are operating in either laboratory, the third system 
(called the Lab Variable Supply) automatically begins opera- 
tion which can furnish up to an additional 1,800 cfm to each 
room. Vortex dampers in the supply ducts control the air 
volume. Two units totaling 57 tons provide the cooling. 

More air is exhausted than is supplied so that a small 
amount of air is always being drawn in from the corridors to 
insure an air flow into the laboratories. The very small amount 
of radioactive materials that might be in the exhaust air is 
taken out by Chemical Warfare Service filters and air is ex- 
hausted through the roof. 

The cold area of the building is always being supplied with 
more air than is exhausted. There is nearly 5,000 cfm that is 
moving from the cold half of the building to the hot areas. 
Air moves from cold to hot zones if doors are open, and when 
all doors are closed (as is usually the case) air moves through 
two grilles over the center door. 

While the air in the 25’ high hot area does not normally 
contain radioactive materials in amounts dangerous to per- 
sonnel, engineers who designed the air conditioning system 
wanted a safety factor. They did three things to make sure 
that there would always be an air movement from cold areas 
to hot areas, and a constant air movement out of the hot zone. 

The first has been mentioned: supplying more air to the 
cold area than is exhausted. The second was the reverse: ex- 
hausting more air from the hot area than is supplied. The 
third was to provide a form of “safety valve” by installing 


(Continued on page 206) 


Left: Lowering lead container into 
hot storage well. Heavy steel lockers 
are at left. Upper right: control 
room for monitoring und pumping 
waste liquids for entire hot lab. 
Lower right: one of three tank 
rooms in waste treatment area below 


main floor. 
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M. Richards. Nikolaus 
| McCallum, Osbert 


For some years the more recondite among 
U. S. architects had been quietly enjoy- 
ing their subscriptions to the ARCHITEC- 
TURAL Review of London. Its attitude 
was civilized and its view world-wide. 
But late January these doting Americans 
received a heavy jolt. The Review had 
set forth on the warpath directly against 
them; its special December issue had 
been intended, so the REVIEW said, “to 
investigate the mess that is America, to 


attem pt to discover why it has happened, 
and what, if anything, is to be done 
about it.” 


From there on out these stunned U. S. 
readers were to experience how an inno- 
cent savage feels when set upon by an 
outraged and consecrated missionary. 


But the ultimate outcome was the re- 
alization that the art of creating a visually 
decent America calls for a new declara- 
tion of independence, a fresh use of uni- 
quely American dynamics. 
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| pa had a cultural publication, published in a friendly 
country, issued so wholesale a condemnation of American 
civilization as appeared in the Architectural Review of London. 


Said the Review, “The picture that a nation creates of itself 
out of, and upon, its landscape is a more realistic self-portrait 
than any of us like*to admit.” As for the picture of the U. S., 
“never before in ten thousand years has Western man ... 
created the kind of squalor we are talking about here—the 
hygienic but visually scrofulous wasteland which in the U. S. 
is the universal embodiment of Progress, twentieth century 
style. . . .” 

“Is there in any real sense,” asked the Review, “an Amer- 
ican scene, an American landscape, even an American dream 
of an American scene?” Its answer, no; the art was non- 
existent. “It will take well into the twenty-first century, per- 
haps, for our brothers-in-dirt to make over the whole of their 
superb inheritance into a combination automobile graveyard, 
industrial no-man’s-land and Usonian Idiot’s Delight.” 


Thus spake the Review, implementing its attack with captive 
U. S. artillery in the form of Walker Evans photographs of 
scrawny Main Streets, Steinberg’s inimitable cartoons of New 
York’s most ridiculous pretensions, and other too-revealing in- 
dictments of America at her silly worst. 


But little did the editors of the Review realize, as they sat 
back to await the returns, how different would be the impact 
of their blast, upon thoughtful Americans, from the impact 
they had intended. Setting forth to demonstrate that the U. S. 
needs above all else a new wave of European influence (to 
carry it beyond materialism) the Review ended by demonstrat- 
ing the inadequacy to the occasion of both the insular scale 


and the Old-World tempo. 


These thoughtful Americans were unreservedly thankful for 
the sharp reminder, from an outside source, that some of the 
“mess” is really there. (“Lets be frank and admit that this 
country of ours is supremely ugly in its human setting as a 
whole,” had written a U. S. author two years ago in the AIA 
Journal; “we are building a tin-can civilization,” had declared 
AIA President Ralph Walker to every gathering of U. S. archi- 
tects he could reach.) Moreover it was useful to be able to point 
out, to certain segments of the U. S. business community (for 
example to the automobile industry) that ruthless practicality 
without regard to side-consequences, although it had done 
much to build a gangling young Republic into a force to con- 
tend with, must create “bad public relations,” to say the least, 
for a country which has almost unwittingly become a world 
power, and which must make its bid not through wealth, and 
certainly not through bullying, but in the end through the 
silent appeal, to a world bigger than itself, of a flowering 
civilization. 

Yet this was about the extent of the contribution. For there 
were not only bad flaws, there was a basic and highly significant 
miscomprehension, in the Review’s prognosis. 


The flaws could be dismissed as only natural. The Review 
was after all building up the pride of its domestic readers 
rather more than it was seeking U. S. betterment. Hence its 
strange choice of Europe-rooted authors. “Th’ further ye can 
get away fr’m anny peeryod th’ betther ye can write about it,” 
said Mr. Dooley—‘“ye are not subject to interruptions be peo- 
ple that were there.” So it was probably in the cards that 
strong popular movements in the U. S., especially in house 


building, should be dismissed as Heimaistil whilst cognate 
developments in cozy Switzerland or in compact pretty Sweden 
had been hailed in the Review as the “new empiricism.” It was 
perhaps to be expected that the editors should ignore the ex- 
istence not only of Frank Lloyd Wright’s passion but what 
was much more important, the roots of that passion in the 
America of Walt Whitman. 


Other faults were more serious. Had writer Weisman (also 
an expert on Medieval Manuscript Painting) been more cos- 
mically oriented, he could not have sneered at Rockefeller 
Center as “fourteen buildings tied together by a dollar sign”: 
he would have noted how economic forces were there social- 
ized and turned civic; he could not have missed the great scale 
at which formal concepts were realized which Le Corbusier had 
as yet been unable to lift off paper in Europe; and beyond 
that he would have observed, in a new context and for new 
purposes, recurrence of an old medieval method. Over slow 
centuries the cathedrals had grown by meeting change with 
change; here in a swift decade it was proved that this method, 
the only one open to us, could result again in a strong rhythm 
and not incoherence. No thoughtful American accepts Rocke- 
feller Center as an ultimate; but to throw away potential so 
magnificent and allow it to be lost through sheer nonrecogni- 
tion is not a contribution of the creative spirit. 


This one example would have to stand, in a quick note, for 
the general tendency of the Review’s authors to vitiate their 
observation and stultify their thinking by close confinement 
within case-hardened European concepts. 


Whatever else the Review's exposition did, it forced the 
American who was concerned about his surroundings to think 
about his Continent in its most basic relationships. To be sure 
America is and has been rooted in “the West” but America 
has been a torpedo-head. Its scale and tempo both lie outside 
European experience. In Europe even the era of science and 
industry fell upon a “settled” civilization. America has by 
contrast been first, last, and always the continent of a persistent 
high velocity of change, matched nowhere except perhaps in 
some ways in modern Russia.* These rates are easy to forget. 


An American baby born in 1790 would have belonged to a 
coastal agricultural country reaching west no farther than the 
Alleghanies. (Remember, editor Richards?) By the time he 
was 13 his country would have reached to the Mississippi. By 
the time he was 55 it would have incorporated California. 
Within one brief lifetime a whole continent embracing 3 mil- 
lion square miles (plus 3.7 million square miles in Canada) 
would have received its first pattern of modern habitation. If 
that man died in 1850 at the age of 60, another baby born the 
year of his death might easily have lived into the 20th century. 
At the age of 24 this second man would have witnessed the 
completion of the first transcontinental railroad; and already 
the collisions of industrial change would have caused weeds 
to choke the walkways of the canals. By the time he was mature 
at 45, a steel technology would have been pushing up the first 
skyscrapers of big cities. If he died in 1910, the automobile 
would already have been well under way, destined to collide 
head-on with the age of steam, to alter the complete map of 
population growth, blight many of the most imposing cen- 
tralized city areas, create a highway system of three million 


*The Review has been extremely polite to architectural desuetude in 
Russia. 


miles with 35 million individually controlled vehicles moving 
on it, and deeply affect the social habits of a nation which 
today counts 160 million people. For the population of the 
U. S. in the century and a half since 1790—less than three life 
expectancies laid end to end—had grown not 41% but 41 
times. 


These differences in rate—along with countless others left 
unnoted—amultiply themselves into a problem different in kind. 
America is the product of a three-fold jet propulsion. No 
European country shares the experience of having settled an 
empty Continent at the very moment of a tremendous popula- 
tion expansion. No European country had its birth at the pre- 
cise moment of greatest force in the scientific-industrial revolu- 
tion, in a territory of such boundless resources. (Between 
English industry and American there is a total difference of 
rhythm, between a steady settled pulse and a flaring racing 
surge of action.) No European country was born of the con- 
current release of the energy and self-steering initiative of the 
common people. Might one not expect a man breaking in a 
wild bronco to spoil more grass than one hacking the ring on a 
well-trained riding horse? 


Both of them parts of the West, America and Europe should 
stand in a synergetic relation. But the Review had proved the 
inadequacy of sermons couched in European cliché thinking. 
In the past, intelligent Americans have sought hard for better- 
ment through French ideas of the City Beautiful, English ideas 
of the Garden City, German ideas of Master Planning: none of 
them have served us as more than shreds and patches. It is 
perhaps time to think harder about those elements of American 
experience not covered by Europe. The first of these is the per- 
sistence of a high velocity of change. Architecture, planning, 
and building, should be soaked in a consciousness of the impli- 
cations. In the realm of pattern we must be wary of precisely 
the best articulated and most elegantly polished European solu- 
tions—they can be ridiculous at our big scale, and are subject 
to the quickest obsolescense. We must dig into the almost un- 
touched wealth—visual wealth—of indigenous devices such as 
the despised gridiron system; it has the homely virtue of Bill- 
son, the friend of Artemus Ward, who could “balance in any 
direkshun” facing the certainty that the future was uncertain. 
Our art must favor every invention that permits us to rest 
lightly on the earth, and still not be ramshackle. 


Not a denizen of the ivory tower, this publication is alert for 
those fulcrum points where constructive improvement can per- 
form a quick ju-jitsu. Against the howls of professional dilet- 
tantes, it has pressed a major campaign to obtain a suffusion of 
architectural skill in the great broad realm of merchant build- 
ing. There has been no hesitation about showing pictures of 
dirty slums if this furthered great community movements for 
city-center redevelopment (page 128). Since 1945 England 
has been slowly starting a series of well considered “new 
towns.” The U. S. can be glad for its lessons; but our tech- 
nicians must devise means for keeping decent a whole series of 
new communities which must be occupied by 1952 though they 
are not yet started. (Page 122.) 


Some final question remains as to what is ugly? There are 
great reservoirs of vitality even in honky-tonk. Democracy has 
her victories. To paraphrase Whitman, the gross and the soil’d 
she moves among need not make her gross and soil’d . . . she is 
none the less considerate or friendly therefore. 
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Southernmost classroom wing (above) is two stories high 


has access to grounds on the north. Main entrance (below) shows audi- 


torium for 600 at left, cafeteria underneath. 
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BETTER SCHOOL FOR THE SOUTH 


Handsome concrete frame building points the way 


LOCATION: Atlanta, Ga. 
STEVENS & WILKINSON, Architects 
BRITTAIN & PATTILLO CO., General Contractors 


In the nation-wide fight for better schools, the E. Rivers 
School in Atlanta’s carriage-trade residential district out 
on Peachtree Road has made two specific and important 
contributions: First, it proved that the well-known school- 
building ingredients—concrete, brick, glass block and a 
standard “finger” plan—can be combined in a fine piece 
of architecture; secondly, it broke down widespread 
local prejudice against modern design when its archi- 
tects built their well-finished school (the first modern 
one in the county) at less than the average unit cost. 
demonstrated to other conservative Southern communi- 
ties that modern schools can be cheerful, handsome— 
and inexpensive. 


A fine curtain wall 


With thousands of modern classrooms still desperately 
needed in all sections of the U. S., many Boards of Education 
have been stressing practical sobriety in their new buildings 
and neglecting higher standards of modern architectural de- 
sign; it is a pleasure, therefore, to see architects Stevens & 
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Wilkinson give their school that extra finish and sensitivity 
that produces good architecture, rather than merely good build- 
ing. There are plenty of school architects and school executives 
who might well take a closer look at this job. 

Two major design flaws spoiled many a brick-and-glass- 
block facade in the past: First, there was rarely a clear distinc- 
tion between what was structural and what was not. Frequently 
the bands of glass block would look as if they were holding up 
bands of brickwork—or even the roof itself. The result was 
visually disturbing and logically ridiculous. Secondly, brick- 
and-glass-block facades invariably ran into confusion, since 
the brick-and-glass units were just about alike in scale and size 
—but just different enough to create unfortunate and distract- 
ing patterns. 

Stevens & Wilkinson solved both problems in a simple 
manner: They let the concrete structure speak more forcefully 
than the curtain-wall, articulated their building with a repeti- 
tive and well-proportioned concrete cage. This immediately 
did two things: First, it left no doubt as to what was holding 
up the building and made it obvious that the glass block, brick 
and clear glass panels were nonbearing curtain walls. And, 
secondly, by letting the exposed concrete frame establish the 
dominant facade pattern, the architeċts set the scale for the 
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entire building, made it strong enough to overpower the much 
smaller “mosaic” of glass block, brick and window sash. 


Some questions of climate control 


All this adds up to a distinguished job of architectural detail- 
ing; but there are some peculiarities in the functional use of 
the glass block that are bound to create discussion. For ex- 
ample, the architects relied so heavily upon the diffusing quali- 
ties of the block that they threw away a free chance of getting 
bi-lateral lighting. Without changing their structure (see sec- 
tion), they could have included a strip of transoms to borrow 
diffused light from their single-loaded corridors. 

Such transoms would have come in handy for cross-ventila- 
tion as well (in place of the occasional vents provided by the 
architects). Although the insulating qualities of the glass block 
considerably reduce heating costs during the winter months, 
Fulton County’s superintendent—who is enthusiastic about the 
E. Rivers* School—admits that the glass block on the south 
facades “does radiate rather extreme heat during the warm 
season.” Opinions differ on whether such radiation is anywhere 
near the solar heat gained through clear glass; but, in any event, 
this situation might have been improved with cross-ventilation 
through each entire classroom wing. 


Low cost luxury 


These criticisms do not detract from the impressive detailing 
employed in the design of each structural bay. That detailing 
is largely responsible for the low unit cost achieved in the E. 
Rivers School: At $8.82 per sq. ft., Stevens & Wilkinson beat 
the current Fulton County average of $9.30 by a comfortable 
margin, nearly halved Atlanta’s city school average of $12 to 
$14 (which takes in well-built, well equipped Negro schools as 
well). Yet E. Rivers is an expensively finished school by any 
standards, employs an open plan with long, expensive peri- 
pheral walls. Stevens & Wilkinson say that a lot of the credit 
should go to the engineers in their office who standardized 
structural details, facilitated multi-use of concrete forms and 
cut material and labor costs wherever possible. Some added 
savings were achieved because the local school department does 
all of its own painting and furnished lighting fixtures and other 
costly equipment. 

“We thought we’d get an awful lot of criticism from local 
people,” say the architects. “We thought they expected Greek 
columns. Well, they’re just crazy about the school. They won’t 
say if they like the outside, but they think it’s wonderful on the 
inside.” The reason is not only that E. Rivers turned out to be 
so cheap (even at low, Southern building costs, which are as 
much as 33% below those in the North). The neighbors also 
like E. Rivers’ cheerful, cherry-red brick, its gray steel win- 
dows outlined with canary yellow (“It gives you a lift, keeps 
you from thinking you’re looking out through a jail-house,” 
says architect Wilkinson) . They like the way the architects used 
an irregular site to give second-story classrooms direct access 
to the surrounding grounds. And they like the auditorium best 
of all, because it is detached in a separate wing to serve com- 
munity functions without letting them interfere with the rest of 
the school. Said the Atlanta Constitution: “Not a gargoyle in 
sight. . . . The end of the peanut butter sandwich era!” 

Admittedly, E. Rivers’ 900 children are going to be crowded 
in their 24 classrooms, with 38 or more children per room. 
Fulton County’s progressive school superintendent recognizes 
this, plans to relieve the pressure by using some of the play- 
room areas for class purposes until he can build more schools. 
When that time comes, they will be as modern as E. Rivers. 


* The school is named for a prominent Atlanta citizen. 
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Hedrich-Blessing Studio 


Upstairs library is framed and cantilevered out over ground floor playrooms and visual 


education facilities. 


Library interior shows exposed concrete frame, cherry-red brick wall in rear 
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Section through typical classroom explains cantilevered corridor roof, shows that classrooms 


might have had bilateral lighting through corridor. 


Typical classroom interior (above) 


has Venetian blinds to cut out glare 
and direct sunlight. View at left 
shows one-story classroom block. 
Some school planners prefer exterior 
“eyebrow” sunshades to Venetian 


blinds that obscure vision strips. 


SCHOOL TODAY 
STORES TOMORROW 


Steel-framed school proves cheaper than 
wood frame, has provisions for future con- 
version as population shifts 


LOCATION: Pearl River, N. Y. 
CHURCHILL-FULMER ASSOCIATES, Architects 
FRED L. HOLT, General Contractor 


There is much more to this unpretentious and clean- 
cut elementary school than meets the eye. In fact, 
this experiment in Pearl River, N. Y. (Pop.: 7,400) 
suggests a major revolution in American school de- 
sign and school construction. 

Here are two reasons for thinking so: First, this 
is a completely fireproof, steel-framed school that was 
demonstrably cheaper than an equivalent nonfire- 
proof, wood frame building. (In fact, according to 
New York’s Moore Committee, Pearl River is the 
cheapest new school in the State.) And, secondly, this 
is a completely convertible school—it was designed 
to be turned some day into a two-story building with 
stores at street level, apartments above. The reasoning 
behind this unusual project is extremely sound: Towns 
grow, people move farther out and want to take their 
schools with them. Pearl River’s solution: Sell the 
old school for commercial purposes, build a new one 
where and when it is needed. 


When architects Churchill & Fulmer tell incredulous col- 
leagues that their steel building proved to be cheaper than 
a nonfireproof job, they also like to add, parenthetically, 
that this was achieved despite the $4,000 spent for extra steel 
to hold up the projected upstairs apartments. Even so their 
total cost for the 100% fireproof, radiantly heated, fully 
equipped building for 250-300 children was only $9.10 per 
sq. ft., 64 cents per cu. ft. The secret: Complete trade sepa- 
ration during construction, meticulous planning and organi- 
zation of all phases of the job, close design consultation with 
builders and contractors on all details employed. Result: 
Pearl River’s first pupils sat down at their desks only four 
months after ground was broken! 


Cheap steel 


Many factors made Churchill-Fulmer’s steel structure 
cheaper than a nonfireproof job: At the start, only the footing 
for each pipe column was poured; next, the steel went up in 
double time, and Durisol panels filled in the roof frame; 
after that, all trades could work under cover, and grade 
beams and slabs were poured without interference from the 
weather. Window sash units were made up of wood (which 
proved cheaper—but door bucks were found to be more 
economical in steel); exposed steel beams were clad in 
sliced Durisol strips; hollow masonry walls (of 4” face 


164 architectural FORUM april 1951 


Photos: Gottscho-Schleisner 


View from south shows louvered sunshades suspended with metal rods 


brick, 2” air space and 4” painted concrete block inside) 
were laid up outside the steel frame, left lally columns free- 
standing and wood window mullions equally free to receive 
4” nonbearing block partitions. The latter can be knocked 
out at will when the classrooms are converted into stores. 
When the Public Education Association recently asked 
teachers to describe their dream school, they came up with 
many features incorporated at Pearl River. Among them: 
hot and cold water in every room, low window sills, plenty 
of light with glare-controls (Pearl River’s louvered over- 
hangs cut out sky glare for top quarter of strip windows) 
and cheerful colors (Pearl River has five different basic 
schemes). They might have added “low insurance rates,” 
for Churchill-Fulmer managed to cut these from the usual 
32 cents per $100 to a mere 8 cents—all because their steel 
frame made the building four times more fire-resistant. 


Flexible cubage 


But more important than any of these economies is Chur- 
chill-Fulmer’s demonstration of one of the pet theories cur- 
rently advaneed by school planners: The theory of flexible 
school space that can be turned to other uses when popula- 
tion shifts occur. When THe Macazine or Burtpine pub- 
lished its School Issue in Oct. ’49, the editors asked whether 
schools “could not be so designed as to be convertible to 
office or industrial use without loss.” The answer, as given 
here in Pearl River, is clearly: “Yes.” 
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Playroom is two bays wide. Steel framing was covered with sliced Durisol 


panels. Flanges of I-beams were left exposed. Typical classroom below. 
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Cost comparison of roofs: nonfireproof wood and fireproof teel framing with Durisol 
Base price per Gen. contr’sover- Gen.contr’sinsur. Estimated total 


Type of roof system sq. ft. installed head & profit @ 15% &S.S.@ 10% cost per sq. ft. 
Wood joists & sheathing i 
1” wood sheathing (T & G)............ +18 .027 .018 222 
1” yigid Tnenlation masua us misis ss rsursss .16* 024 — 18⁄2 
Yo" gypsum wallbd. (taped)........... -10 .015 .010 12⁄2 
27x12” wd. joists 16” o.c. (17’-6"” span). -40 -060 .040 50 
Steel beams 3,038 Ibs. per bay @ .15¢ Ib. .29* .044 — 3312 
Otel Ss: ay. ag arse ERRE S DETSE 1.13 .170 .068 $1.37 
414” Durisol roof plank 
7'-9⁄2” length (2 reinf. rods).........- .56* .084 — 641/2 
Steel beams 4,383 Ibs. per bay @ .15¢ Ib.  .412* -062 — 472 
Totais assennatu de oem 974 +146 — $1.12 


Cost figures do not include items of the complete roof assembly common to both types. 
* Sub-contractor’s price to gen. contractor—installed (other items installed by gen. contractor). 


A new aid to air conditioning emerges from the test tube. 
It handles 60% of the heat load with water instead of air, 


cuts duct sizes and minimizes the need for special controls 


PANEL COOLING | 


No. 1 air conditioning problem for large office buildings 
today is how to squeeze in all the ducts and fan rooms 
without adding too much costly cubage to the building (in 
some recent cases this increase has reached 17%, not 


counting the cooling tower or the basement machinery . 


rooms). 

No. 2 air conditioning problem today is how to handle 
the great heat load caused by today’s much higher lighting 
standards. 

Other problems are how to get heat economically under 
every window of a continuous window building and how 
to minimize the need for costly individual controls. 

Most original and in some ways the best solution to this 
combination of problems is the scheme for handling a 
large part of the heat load with panel (radiant) cooling 
worked out over the past five years by Engineer Charles 
S. Leopold of Philadelphia, former president of the Amer- 
ican Society of Refrigerating Engineers. 

Leopold’s proposal starts with two well known facts: 

1. Well over half the heat load on the average office 
air conditioning system is radiant energy from the sun or 
from electric lights. This radiant heat can be picked up 
by cooling panels before it even begins to heat the air. 


2. To do the entire cooling job by air, conventional 
systems must distribute from two to four times as much 
air as is necessary or even desirable for good ventilation. 
(If they use smaller quantities of colder air the system 
becomes increasingly hard to balance.) Distributing so 
much extra air requires either greatly increased duct sizes 
or uneconomically high velocities. With panel cooling 
a 34” pipe can be made to carry off more heat in water 
than a 100 sq. in. duct usually carries off in air. 

So Leopold proposed to distribute through small ducts 
at economical velocities only the amount of 60° air actu- 
ally desirable for good ventilation (usually about 4/10 
cfm per sq. ft. average). This is 40% of the usual supply 
of air, and it does 40% of the cooling. (Where more air 
is needed for good ventilation it can, of course, be sup- 
plied.) The other 60% of the cooling job, mostly to handle 
radiant heat, is done with cooling panels. 

This system is about to get its first full-scale demon- 
stration in the Manufacturers Life Building in Toronto 
(biggest commercial air conditioning installation in Can- 
ada) on which Leopold is associated with Wiggs, Walford, 
Frost & Lindsay as engineers for Architects Marani & 
Morris. 


Estimates for air conditioning the new 
Manufacturers Life Building in Toronto 
with Leopold’s panel cooling combination 
came in $80,000 lower than a conven- 
tional split system using low pressure 
blender units at the windows. 

That answered the last of a long series 
of questions raised over the past four years 
since Leopold first suggested panel cooling 
to ease the air conditioning problems of 
the proposed Time & Life Building in New 
York. 

First question was whether panel cooling 
could maintain uniform temperatures un- 
der a wide variety of physical conditions. 
This was answered affirmatively by a long 
series of experiments in the U. S. Testing 
Laboratories. Next question was whether 
panel cooling would provide pleasant work- 
ing conditions for human beings. To this 
some surprising answers were provided by 
a three-year $30,000 pilot operation, which 
revealed a quite unexpected human comfort 
tolerance of plus or minus about 3°, com- 
pared with the usual plus or minus 1°. 
And the final question was whether the sav- 
ings on duct work, fans, filters, controls 
and, above all, cubage would more than 
pay for the cost of the panel cooling. 
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The Toronto figures and the Time & Life 
Building estimates have both indicated that 
panel cooling can offer substantial savings 
on many projects. Until the bugs of instal- 
lation are worked out and until quantity 
production lowers the cooling panel price, 
its direct mechanical costs are likely to be 
slightly higher than for a conventional sys- 
tem (in Toronto they were up $18,000). 
But even in pioneer projects this slight in- 
crease in direct cost can be offset many 
times over by the structural savings the 
plan makes possible (in Toronto these sav- 
ings came to five times the added mechani- 
cal cost, giving a net saving of $80,000). 


Ten good reasons for panel cooling 


Along with these economies and partly 
explaining them, panel cooling boasts these 
advantages: 

1) It reduces duct sizes to the point where 
they are so small they require little or no 
added ceiling height. (In the Time & Life 
Building the biggest horizontal duct would 
have been 10 x 14”, small enough to run 
along between the deep beams instead of 
under them.) 


2) The first cost is the last cost. The sys- 


tem’s layout need never be changed to suit 
changes in tenant’s office. layouts. 


3) The higher the heat load from the 
lighting, the more efficiently the panels 
function (whereas duct sizes for a conven- 
tional system become increasingly imprac- 
tical at 4 w. or more per sq. ft., thus re- 
quiring fluorescent lighting whether the ten- 
ant likes it or not). 


4) It is not necessary to zone the supply 
air, since the chilled water can be zoned 
much more economically. This effects a 
major saving in duct work and fan power. 


5 It creates no drafts, since relatively 
little air is blown into the occupied space. 
This lack of drafts permits low ceilings. 


6) It eliminates all the problems of stra- 
tification. Temperatures are uniform from 
1” above the floor to 6” below the ceiling. 
There is constant natural air circulation be- 
cause the coolest air (instead of the hottest) 
is next to the ceiling. 

7) It requires almost no individual con- 
trols, partly because of its own relative 
thermal stability, partly because it produces 
neither drafts nor stratification. 


8) It offers an economical way to put 
(Continued on page 168) 


PANEL COOLING SYSTEM: Composite illustra- 
tion showing integration of ceiling panels (from 
mock-up for Manufacturers Life Insurance Build- 
ing, Toronto) with wall panels for a typical strip 
window installation. Cooling coils are used behind 
luminaires, in 3’ ceiling panel above south window 
wall and in 2'-6" wall panel beneath windows. 
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How Panel Cooling Works—under the windows, on the ceiling, behind the lights 


Panel cooling as used by Engineer Charles S. 
Leopold handles about 60% of the heat load. 
He covers from 25% to 50% of the ceiling 
with aluminum cooling panels suspended be- 
tween the acoustical panels, or built into the 
lighting troffers—or both, as shown above. He 
places similar panels under the windows. The 
ceiling panels are kept at from 64° to 75° as 
required all year round, but tne window 
panels, which provide supplementary cooling 
needed for the exterior zones in summer, can 
be used for heating in winter. 

The panels are aluminum extrusions with 
channels into which 14” o.c. copper tubes are 
placed in close fit and then deformed to pro- 
vide thermal contact. In the ceiling water is 


Cross-section of 12” cooling panel in suspended 
metal acoustic ceiling. 


introduced into these tubes at a minimum of 
63° (safely above the dew point) but picks up 
an average of 3° to 4° in keeping the panel 
temperature steady. Similar water tempera- 
tures can be used under the windows on sunny 
days in summer, but water up to 120° or more 
may be used there on cold days in winter to 
balance the cold radiation from the glass 
above, minimize down drafts, and keep the 
mean radiant temperature on the window side 
about the same as the other walls. 


Simplified controls 


Panel temperature under the windows is 
thermostatically controlled by the tempera- 
ture of the window glass (which integrates 
the effect of air temperature, wind velocity 
and the sun). Ceiling panel temperature in 
the outside zone, where the sun load is most 
important, is controlled by the intensity of the 
sunlight as measured by a photo electric cell, 
since the solar light and heat curves are 
closely parallel. Panel temperature in the 


interior zones, where the electric light load 
is most important, can be controlled by ther- 
mostats connected with the electrical circuits, 
although a constant temperature all year 
round will frequently be satisfactory. All 
these controls anticipate the conditions the 
cooling panels will have to meet—a great ad- 
vantage over thermostats controlled by room 
temperatures, 

Where fluorescent lighting in recessed trof- 
fers is desired Leopold has designed a special 
extrusion (see diagram) which makes the 
cooling panel itself serve as the fixture. This 
cooled luminaire removes as much heat as 
possible at the source, picking up not only 
radiant but also conducted and convected en- 
ergy. A further advantage of these luminaires 
is that they simplfy the ceiling pattern by 
using one element to do the work of two. 

The small air conditioning duct sizes which 
go with panel cooling make it relatively eco- 
nomical to plan one air outlet in every 100 
sq. ft. of ceiling as part of the original instal- 
lation, so that no matter what layout changes 
the tenant may later desire, the air distribu- 
tion need not be changed. 


Ducts between the beams 


Even for big floors horizontal ducts need 
not be over 10 x 14’, small enough to run be- 
tween deep beams at their neutral axis instead 
of under them. (Sometimes this may require 
a venturi.) 

Thickness of the aluminum panel and spac- 
ing of the copper tubes are matters of econom- 
ics. The wider the spacing the thicker the 
aluminum must be. The Aluminum Co., which 
is using an adaptation of Leopold’s plan in its 
new Pittsburgh offices, used wide spacing and 
therefore more aluminum. Leopold uses 
aluminum .062” thick with his tubes on 6” 
centers. 

The panels work more efficiently if covered 
with heat absorbing paint containing a small 
amount of copper phosphate. 

The panels can be perforated to do double 
duty as acoustical panels if necessary, how- 
ever covering merely one-third of the ceiling 
with acoustical pans backed with mineral 
wool will do 80% as good an acoustical job 
as the same acoustical treatment on the en- 
tire ceiling. 

The cooling effect of the upper side of the 
ceiling panels is by no means wasted, since 
it keeps the floor slab from heating up. It 
can also be used to pick up the heat load from 
the ballast for fluorescent lights. 
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heat under every window in a continuous 
window building. 

9) By cutting air quantities 60% it 
makes electrostatic air cleaning much less 
expensive. 

10) It requires no fan rooms on office 
floors, since air quantities and velocities 
are low enough to have permitted (in the 
proposed Time & Life Building) blowing 
the air economically 13 floors up and ten 
floors down from central fan rooms. 


To save space worth $5 a foot 


Panel cooling was first suggested by 
Leopold to answer just one problem: the 
really tremendous cubage that would have 
had to be added to the Time & Life Build- 
ing to accommodate any other cooling sys- 
tem which did not involve sacrificing valu- 
able perimeter space for cooling units under 
each of the building’s 9,000 windows. 
No tall building of comparable size had 
ever been air conditioned, and the air con- 
ditioning problems raised by a building in 
which every square foot was worth $5 a 
year or more in rent had never been faced. 

A conventional system in the Time & Life 
Building would have increased all the floor 
to floor heights at least 1’, squeezed out two 
rentable floors, greatly increased the wind 
bracing problem in the tower, or broken up 
tenant layouts with some 40 large fan 
rooms on the office floors. A window unit 
system for the exterior zone alone would 
have used up nearly 50,000 sq. ft. of prime 
perimeter floor area and a separate conven- 
tional system would still have been neces- 
sary for the interior zone. 

Leopold’s associates on the Time & Life 
project (architects Harrison & Abramovitz, 


builder Andrew Eken and consultant J. O. 
Brown, who had been in charge of all con- 
struction on Rockefeller Center) viewed 
with alarm the idea of making a $32 million 
building the pilot plant for so radical an 
innovation as radiant cooling. It had never 
been tried on even a small building in this 
country, and its few applications in Eng- 
land, France and South Africa had proved 
very little. The whole technology of radiant 
cooling was still unknown. However, the 
cubage savings it offered were so great that 
the owners invested in the necessary experi- 
mental work—installation of panel cooling 
and air conditioning in a suite of offices in 
the existing Time & Life Building which 
has since been the basis for four ASRE 
and ASHVE papers by Leopold. 
Conclusion of all this research was that 
panel cooling offered many unexpected ad- 
vantages and that none of the expected difh- 
culties was serious. (Exception: the cost 
of the first few installations will certainly 
be subject to inflation by mechanics and 
subcontractors performing unusual work.) 


Aluminum panels with copper coils 


' Leopold’s original thought had been to 
bury the cooling pipes in the floor slab or 
plaster ceiling (as in the usual radiant heat- 
ing job) but he soon gave up this idea, 
because any such floor installation would 
respond very sluggishly to changing heat 
loads. Instead, he began working with the 
Bohn Aluminum & Brass Co. on an alumi- 
num extrusion to which the copper cooling 
pipes could be attached (see diagram). This 
could be suspended under the floor slab and 
integrated with acoustical panels. The high 
conductivity of the aluminum would make 


ZONE VS. INDIVIDUAL CONTROL—an analysis of comfort requirements by Leopold 


“If two or more people are constantly working 
in one room, they tend to require the statisti- 
cal optimum (temperature and humidity) and 
individual control is usually not required to 
maintain conditions other than the optimum. 
...Ina single occupancy private office, there 
may be a demand for separate temperature 
control, either because the occupant wishes a 
small adjustment representing his departure 
from the statistical average, or because he 
wants to feel cold or warm. . . . There are two 
reasons for a multiplicity of controls or of 
control by small area. The first, if because of 
design it is necessary in order to maintain the 
selected optimum for the group; and the sec- 
ond, where it is desired to maintain a special 
condition for an individual which would not 
be acceptable to the group. Individual control 
is generally costly and can frequently be 
avoided by proper design and control of a 
zoned system. In this latter case, the deter- 
mining factor is how well the system can meet 
different loads in adjacent areas of the same 
zone.... 
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“For years there Fave been installed zone 
systems in which air is introduced at from 12° 
to 25° below maintained room temperature. 
For two rooms side by side; one occupied with 
the lights on, one unoccupied with the lights 
off, there would be anticipated a marked dif- 
ference in temperature. In fact, if no factors 
such as heat storage were taken into account, 
the one room could be assumed to differ from 
the other by the amount of the temperature 
difference of the air introduced and the gen- 
eral average of air temperature in that zone. 
Actually, it is found that these differences do 
not materialize to this degree. This helpful 
phenomenon has been accepted and assumed 
as a result of thermal storage, but storage, 
until recently, was considered as being caused 
by the warm air heating the structure by 
convection. It is now known that this effect 
is greatly accelerated by radiation and that 
the structure is frequently warmer than the 
room air. An overloaded room . . . does not 
get so warm as one would expect because radi- 
ation has accelerated the rate of storage.” 


the whole panel almost instantly respon- 
sive to changes in water temperature to meet 
changes in heat load. 

Leopold’s research quickly focused on 
the lack of accurate data on how heat goes 
into storage in the masonry of a building 
during the day. Most air conditioning sys- 
tems unknowingly rely heavily on this 
effect; therefore even poorly designed sys- 
tems perform much better than might be 
expected by conventional calculations. The 
cooling panels would quickly pick up most 
of this heat that usually just seems to dis- 
appear. Consequently, Leopold had to make 
unusually precise studies on how fast his 
cooling panels could handle their heat load. 

One problem which caused some early 
concern was the danger of sweating if the 
cooling panels got below the dew point, 
which seldom gets above 59° in air-condi- 
tioned space. It was soon found that a panel 
temperature of 65° is low enough even when 
cooling panels are used in only a portion of 
the ceiling. In fact, the temperature differen- 
tial between the light source and the panels 
is so great that even if the ceiling panel 
temperature were 80° the panels would still 
help to cool the room, since they would 
pick up more heat from the lights than they 
would re-transfer. 


A new concept of temperature tolerance 


One wholly unexpected development dur- 
ing the testing period was the increased 
tolerance for both higher and lower temper- 
atures shown by the Time & Life employees 
who have been working for the past three 
years in the test installation. They did not 
appear to notice when the temperature was 
deliberately lowered from 75° to 70° with- 
out their knowledge and did not object 
when it was raised to 78°. This was so sur- 
prising to the owners that they consulted 
the Pierce Foundation which explained that 
the complete lack of stratification made the 
higher temperatures satisfactory, while the 
absence of drafts made colder temperatures 
satisfactory. 

This wide tolerance is only one reason 
the panel co. ling system minimizes the need 
for individua’ controls. Another and 
equally importaut reason is the thermal 
stability of the system itself. For example. 
in a conventional air conditioning system 
using a 13.3° differential in its supply air, 
tests with a hydraulic analogue (a machine 
devised by Leopold to simulate heat trans- 
fer and storage) indicated that a change in 
lighting load from 50% normal to 150% 
caused a 7° change in room air tempera- 
ture. On the other hand, in a full ceiling 
panel cooling system with limited supply 
air at 18° differential, the same change in 
lighting load caused only a 4.3° change in 
room air. 


overhead type doors 


and here’s what Ro-Way SERVICE means: 


Ro-Wav 


OVERHEAD TYPE 
DOORS 


theres a R- Woy pv ery Doorway | 


SEE 
CATALOG IN 
SWEET'S 


Nationwide sales and installation service. See 


your classified telephone directory for names Small wonder Ro-Way Doors are famous for the service they give. And 
that’s why it will pay you to specify Ro-Way Overhead Type Doors 
ROWE MANUFACTURING COMPANY © 981 Holton St., Galesburg, Illinois for all your commercial, industrial, and residential installations! 


and addresses of Ro-Way Distributors. 


Years of trouble-free service and easy operation. 
Doors that won’t jam or bind—even in the most 
severe weather. 


e 
Quality millwork that assures a long service life to 
all wood parts for doors that hang straight and true. 

e 
Rugged hardware components. Power-metered 
springs for perfect weight balance; long wearing 
ball bearing track rollers with double-thick track 
tread; friction-reducing track. 

LJ 
Hardware that’s Parkerized and painted after fabri- 
cation to preserve Ro-Way’s good looks by resist- 
ing staining and rust streaking. 

e 
Doors that are hung right—thanks to Ro-Way’s 
nationwide network of factory-trained distributors. 
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HOSPITAL BUILDING NOTES 


The operating floor of the Cincinnati General Hospital was wainscoted 


Samuel Hannaford & Sons, 
Architects 


with Armco Stainless Steel to create a permanent wall that’s hospital- 


clean in every respect. 


The plaster wainscoting in an 
adjoining wing of the hospital 
was scarred and badly worn, as 
this photograph of a typical sec- 
tion of wall shows. 


Section through wainscot shows 
16-gage Armco Stainless sheet 
cemented to wall and held in 
place at points A” by screws to 
wood. Snap-on moldings (“B”) 
are held by supporting clips 
("C") screwed in wood. 


Section of external corner shows 
18-gage stainless cap (same as 
base) on 12-gage stainless cor- 
ner guard. Steel anchors, weld- 
ed, hold the guard in place. 


DRM Co 


M 
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STAINLESS 
SNAP-ON CAP 


16 GAUGE 
STAINLESS 
WAINSCOT 


STAINLESS 
SNAP-ON 
COVER 


OTRS 


TYPICAL SECTION 
THRU WAINSCOT 


ALL SHEETS TO BE 
COATED WITH 
WATERPROOF 


FACE OF 
PLASTER 
ABOVE 

WAINSCOT 


D WHEN FASTENED 
IN PLACE 


12 GA. SS 
CORNER 
GUARD 


18 GA. STAINLESS SECTION OF 
CORNER COVER EXTERNAL CORNER 
PIECE FOR 

CAP & BASE 


Wm. Leuvelink & Son, 
General Contractor 


Finished installation—The cleanliness and attractive appear- 
ance of the new wainscoting are evident today, as they will be 
years from now. Armco Stainless Steel was selected primarily 
for its permanent beauty, sanitation and low maintenance cost. 


While all types of steel are scarce now, there are many architectural applications for 


stainless steel you might want to consider for the future. These include: Building Entrances ° 


Storefronts * Marquees * Curtain Wall Panels * Mullions * Spandrels * Window Frames 


and Sash * Door Jambs and Frames * Roofing * Roof Drainage Systems * Kitchen Equip- 


ment. For detailed information, see your Sweet's Catalog or write: Armco Steel Corpora- 


tion, 2181 Curtis Street, Middletown, Ohio. Export: The Armco International Corporation. 


Original structure was designed by Walker & 
Eisen, architects. E. A. Evans was structural 
engineer. William Simpson Construction Co. 
was contractor. Addition was designed by 
Claude Beelman, architect and Herman 
Spackler, associate architect. Beatty & Clar 
were the structural engineers on the job and 
C. L. Peck was the general contractor. 


chitectueal Concrete AN 
sewcluees, can be alteactively enlarged 


HEN the three-story Farmers Insurance 
Exchange building was erected in Los 
Angeles in 1937, it was built of architectural 
concrete and looked as shown above, left. In 


1948 it was enlarged to a six-story structure. 
Again architectural concrete was used. 


The remodeled structure shown at the right, 
above, is an expansion on the same architectural 
lines of the original building. This job illustrates 
how attractively buildings designed in archi- 
tectural concrete can be enlarged or remodeled. 


\ 


Whether remodeling or building new, architec- 
tural concrete is the ideal construction material. 
It has great strength and durability; yet it can 
be molded economically into ornamentation of 
any style or period. It also meets every other 
essential structural requirement—adaptability 
to any need or use, firesafety, low maintenance 
expense, low-annual-cost service. 


For additional information about architectural 
concrete, write for free, helpful literature. Dis- 
tributed only in United States and Canada. 


PORTLAND CEMENT ASSOCIATION 


DEPT. A4-7, 33 WEST GRAND AVENUE, CHICAGO 10, ILLINOIS 
A national organization to improve and extend the uses of portland cement and concrete through scientific research and engineering field work 
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The porcelain beauty and convenience that appeal to 
tenants are found in Dwyer Kitchens. The permanent 
beauty of porcelain fronts, plus the rugged construction 
of Dwyer Kitchens, give owners proven assurance of 
negligible maintenance costs. 


Livable 
Apartments 


... Texas Style 
with 


DWYER 
KITCHENS 


formerly called Murphy-Cabranette Kitchens. 

Same product. Same distribution. Merely a 

name change for simplicity. 

Bissonnet Plaza, Houston, Texas. 384 
Dwyer Kitchens installed or en route to 
King & Sheets Corporation who are 
building this 17-acre apartment project 
from plans by Architect Joseph B. 
Reynolds. 

In these modern apartments Dwyer 
Kitchens provide full kitchen conveni- 
ence with range, refrigerator, sink and 
storage cupboards in compact assembly 
along a single wall. 


If you are interested in space-saving, in economy of 
maintenance, in long-lived tenant appeal... write for 
bulletins showing various models of Dwyer Kitchens 
and how they lend themselves to profitable rental 
properties. 


DWYER PRODUCTS CORPORATION Dept. mB551 MICHIGAN CITY, INDIANA 


for Every Plan, choose 


MASONITE HARDBOAKOS 


19 types and thicknesses 
ii to fit your specifications 


leatherwood— Want an unusual surface 
texture? Use scuff-proof Masonite® Leather- 
wood, the hardboard that looks and feels 
like rich Spanish-grain leather. Specify for 
small areas like doors, wainscots, soffits 
and counter fronts, and in large areas such 
as a single wall to contrast with other walls. 
Can be finished to produce striking tone- 
on-tone effects. 1⁄4” thickness. 


standard presdwood®—Makes dry wall construc- 
tion really pay off! Durable wall and ceiling surface 
for living and sleeping areas, game rooms, sun 
porches, lounge rooms, etc. Large panels go up 
fast, cut installation cost. Provides beautiful back- 
ground for modern interiors. Can be painted, enam- 
eled, stained, varnished. In 1%", 3”, 14” and %6” 


thicknesses. 


tempered presdwood—The hardboard you 
can use in every room in every home. Extra 
strong, extra hard and especially useful in 
kitchens, bathrooms, utility rooms and other 
areas of high humidity. Exceptionally resist- 
ant to blows and abrasions (good for boys’ 
rooms, game rooms) and takes a beautifully 
smooth finish. In 4", 36", 4” and %6” thick- 


nesses. MB-4 


MA NITE oor 
BOX 777, CHICAGO 90, ILLINOIS 
"MASONITE" signifies that Masonite Corporation is the source of the product 


LUMBER DEALERS EVERYWHERE SELL MASONITE HARDBOARDS 


Sus 


wks o 


ENAT > ERS 


KAWNEER METAL ASSEMBLIES 


WILL HELP YOU 


SOLVE TODAY’S 
MODERNIZATION PROBLEMS 
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toys and togs 


DRAKE'S 


for tots 


KAWNEER ARCHITECTURAL METAL PRODUCTS OFFER SOLUTIONS 
FOR THE LARGEST OR SMALLEST REMODELING JOBS 


Architects and designers can achieve almost any 
desired store front effect by the creative selection 
and adaptation of Kawneer assemblies. 

The Kawneer Line offers a wide variety of assem- 
blies which have been successfully styled to comple- 
ment contemporary architectural design. They have 
been engineered to meet modern structural re- 
quirements, and they’re precision-made throughout. 

To insure installations which will render long term 
satisfaction, Kawneer maintains factory-training 
schools for its installing mechanics. 

The handsome, clean-lined sash pictured here is 
typical of the Kawneer Line. Like all other Kawneer 


glazing assemblies, it embodies the famous resilient- 
grip glass-holding principle. 

For further details, consult your Kawneer Portfolio, 
Sweet’s Catalog, or write Department MB-66, 1105 
North Front Street, Niles, Michigan, or Department 
MB-66, 930 Dwight Way, Berkeley, California. 


THE 


Kawneer 
COMPANY 
ARCHITECTURAL METAL PRODUCTS 


Store Front Materials 
Aluminum Roll-Type Awnings - Modern Entrances 
Aluminum Facing Materials - Flush Doors 
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ELIMINATING WASTE 


(Continued from page 103) 


stood. We refer to the accurate precutting of 
framing members not at the site, but at the point 
of production. By virtue of their purchasing 
power the large-scale builders have long been 
able to obtain this advantage. The savings lie in 
a) less wasteful cutting, b) elimination of waste 
freight loads, c) vastly simplified assembly pro- 
cedure at the site, including a minimum of cut- 
ting and piecing finish dry-wall materials. 

We consequently recommend that wherever 
possible, government-sponsored building be 
based upon a standard ceiling height of 8-34” 


from rough floor to bottom of joists. The lumber 
industry will thereby be strongly encouraged to 
make available accurately precut, square-end 
studs in a standard length of 7’-8” for use with 
either the platform type or slab-floor framing. 
The savings to small builders not to mention the 
relief to railroads and the conservation of lumber 
can become enormous. This dimension is recom- 
mended because it involves the minimum of cut- 
ting for wallboards or panel materials. 

For similar reasons we urge that government- 
sponsored building, wherever possible, be pred- 


“I consider Amtico 
colors unusually 
lovely and its qual- 


ity excellent...’ 


SAYS 
HUGH STUBBINS 
Noted Architect 


Today’s trend toward open planning, with areas 
defined by colorful, functionally correct flooring, 
has made Amtico more popular than ever with well 
known architects all over the country. Amtico offers 
the design flexibility of a large range of smart stock 
colors; and the maximum in comfort, quiet, fire- 


resistance, easy maintenance and lifetime wear. 


SAMPLES ON REQUEST 
A free box of 4"' x 4"" samples of Amtico 
in standard Ye"’ gauge and all 23 colors 
sent, with illustrated literature, on request. 


(Write Dept. MB-2) 


RUBBER FLOORING 


AMERICAN TILE & RUBBER COMPANY, TRENTON 2, N. J. 
In Canada—American Tile & Rubber Co., Ltd., Sherbrooke, Quebec 
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icated on joist lengths which add 8” to th 
present standard lengths, so that joists may bı 
produced in a series of lengths of 10-8”, 12’-8” 
14-8”. This will again make possible dry-wal 
construction with a minimum of cutting, and wil 
greatly expedite house production. 


Trusses. We endorse the Round Table finding; 
on the subject of open-roof trusses permittins 
maximum attic use, usually with disappeariny 
stairs. We urge that research be undertaken o1 
the indeterminate design problem and that sucl 
standard designs then be designated universally 
acceptable by government agencies and loca 
codes. 


MASONRY 


We recommend that cavity walls be universally 
permitted without masonry through-ties. The 
thickness required in masonry walls should bt 
set by engineering considerations, rather thar 
by arbitrary codes based on obsolete labor habit: 
and other hold-overs. We recommend that the 
Housing & Home Finance Agency set up the 
engineering basis to be used on government-spon 
sored housing and that pressure be brought or 
local code authorities to bring about necessary 
revisions. 

Packaged chimneys approved by the Under 
writers Laboratories should be permitted. 

Four inch thickness of masonry surrounding ë 
terra cotta flue liner should be deemed sufficient 

Concrete chimney blocks with flue liners 
should be permitted to save the time that would 
be required to lay brick and to reduce the load 
on the foundation. 


PLUMBING 


(a) We suggest that codes be revised to per 
mit that industry be encouraged to produce, and 
labor encouraged to install, a standard plumbing 
assembly adapted to the preferred in-line type of 
bathroom backing upon a kitchen. Dimensions 
should be as follows: from center of toilet drain 
to center of wash basin drain, 2’-0”; from center 
of wash basin drain to center of bath drain, 2’-4”. 

(b) The savings to be obtained from such a 
prefabricated, universally available, plumbing as 
sembly are almost incalculable. 

(c) As proposed by the Round Table, we urge 
adoption of the proposed National Plumbing 
Code* 

(d) Septic Tanks. We recommend that a sep 
tic tank design be standardized as a unit pei 
family and independently of the number of bath 
rooms. 

(e) Sewers. We urge for special attentior 
that cities now requiring a cast iron house sewe 
should revise their codes to permit appropriate 
substitute materials. 

(£) Drains. There should be immediate test 
ing by the Bureau of Standards of slip-seal anc 
other new types of joints, with a view to deter 
mining materials to be used in the house drain 

(g) Inside Bathrooms. FHA regulations anc 

(Continued on page 182) 

* Sponsored by: American Public Health Associa 
tion, American Society of Mechanical Engineers 
American Society of Sanitary Engineering, Buildin, 
Officials Conference of America, Conference of Stat 
Sanitary Engineers, Western Plumbing Officials Asso 
ciation, National Association of Master Plumbers 
Uniform Plumbing Code Committee, Federal Housin; 


& Home Finance Agency, Department of Commerce 
Public Health Service. 


what 
changed their 
minds about 

floor 


construction ? 


When these buildings were first conceived by the Tishman 
Realty & Construction Co. and their architect, Claud Beelman, 
Q-Floor was not in the picture. But a closer look at the 
real advantages of Q-Floor construction over traditional, 
old-fashioned methods convinced these experienced builders 
that no amount of architectural style could make up for the 
lack of Q-Floors. 


These buildings are being built for rental purposes by one of 
the country’s largest builders and real estate operators whose 
success for over 50 years in New York City has been built 
by giving the tenant the most for his rental dollar. The ques- 
tion in their minds was, could these buildings compete against 
other office building space if they did mot have Q-Floor? The 
decision was not hard to make . . . only Q-Floor buildings 
offer a prospective tenant the ove feature that will enable him 
to use his rented space efficiently and economically . . . com- 
plete electrical flexibility. Complete freedom of office and 
desk layout with electrical and telephone outlets exactly where 
needed, without the usual enormous bill for electrical altera- 
tions (even before he moves in! ) 


And if this wasn’t enough, the many structural advantages 
of Q-Floor . . . faster, cleaner, dry, uncluttered job site . . . left 
no doubt that to build without Q-Floor would result in a 
waste of building money. 

The first of these buildings is well on its way—giving proof 
every day of the wisdom of the choice of Q-Floor. 


Claud Beelman—Architect 
Herman Spackler—Associate Architect 
Tishman Realty & Construction 

Co., Inc.—Owners & Builders 


3440-3460 Wilshire Boulevard Buildings, Los Angeles, California; Owner—Tishman Realty & Construc- 
tion Co., New York City; Architect—Claud Beelman, Los Angeles; Contractor—C. L. Peck, Los Angeles. 


H. H. ROBERTSON CO. 


2403 Farmers Bank Building /- 
Pittsburgh 22, Pennsylvania 


Offices in All Principal Cities 
$ in the U.S.A. and Canada 


World-Wide Building Service 


another LUOMAN FIRST 


incomparable AUTO-LOK 


NOT JUST ANOTHER WOOD WINDOW! 


For years our designers and 

engineers have been experimenting and 

testing in an effort to produce a wood window 
that would have all the features of 

Auto-Lok Aluminum Awning Windows... 

and yet retain those advantages that 

are natural to wood. 


Now it can be told! Everything we hoped 
for is an actuality. Ludman Corporation 

is proud to announce that 

AUTO-LOK WINDOWS in WOOD 
retain every single Auto-Lok feature...even 
the vinyl plastic weatherstripping. 


Wood Auto-Lok Windows are the result 

of years of engineering development. 

They are produced from the finest, most 
carefully selected, seasoned woods 

that have been subjected to the most modern 
preservative methods to protect against 

rot, termites, fungi, etc. Here is a product 
that will give lasting satisfaction 

for the life of the building. 


WORTHY OF THE AUTO-LOK NAME 


Ludman Corporation is proud to present 
this window as being worthy of the Auto-Lok 
name, the name that made America 
awning window conscious. We respectfully 
request your examination and opinion 

of this, the ultimate in wood windows. 
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PATENTED 


weatherstripped 


E -AWNING 
WINDOWS. 


OF OUR ENGINEERING DEPARTMENT 


Many architects are taking advantage of Ludman engineering 
service. Ludman’s capable engineering staff is called upon 
daily to solve intricate window problems. Whether wood or 
aluminum they will be delighted to work with you at any time! 


in WINDOW ENGINEERING 


operation 


Write today for sizes and details, and complimentary copy of 


“WHAT IS IMPORTANT IN A WINDOW?” 


fe an 
, Corporation 


BOX 4541 * MIAMI, FLORIDA 


uto-lok 


THE NAME THAT MADE AMERICA 
AWNING WINDOW CONSCIOUS 


In just two years, the trend to awning 
windows has become a vigorous demand. 
The acknowledged leader of this 

trend has been Auto-Lok, first and only 
effectively weatherstripped awning window... 


Thousands of Auto-Lok installations in every 
section of the world, in all types of architecture 
.-hospitals, schools, apartments, churches, 
office buildings, factories and residences 
..present undeniable proof of acceptance. 


This unparalleled acceptance is traced to the 
amazing automatic locking Auto-Lok 
operation. This unrivaled tight closure 
actually “seals Auto-Lok like a refrigerator,” 
provides a degree of tight closure 
heretofore believed impossible. Yes, 
Auto-Lok has been acclaimed the 


TIGHTEST CLOSING WINDOW EVER MADE! 


The Pittsburgh Testing Laboratory proves 
air infiltration through Auto-Lok Aluminum 
Awning Windows to be only 0.095 cfm 
...-which in terms of tight closure, 

makes Auto-Lok TEN TIMES AS TIGHT 
as the generally established standards 

for casement windows and projected sash. 


Now, this same performance proven superiority 
is incorporated in the new AUTO-LOK 
WOOD windows...Thanks to Ludman 


Corporation’s ceaseless, creative engineering 
development, restrictions need not 
deprive your job of Auto-Lok performance. 
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How HOUSE BEAUTIFUL Has Ee aventrated Its Efforts To 
Bring The Story Of Climate Control To The Public And The Building AN 


September 1949...House Beautirur’s Climate Control 
Project was introduced to the building industry at a meet- 
ing held at the Waldorf-Astoria in New York City. More 
than 400 representatives of building and allied industries 
as well as scientists and engineers attended. 


Visit to House BEAuTIFUL’s first actual Climate Control and 
Pace-Setter House at Orange, New Jersey by group attend- 
ing meeting at the Waldorf-Astoria. 


Climate Control introduced to the public with Housr 
BEAUTIFUL’s October 1949 issue. Forty-nine pages of edi- 
torial matter were devoted to the subject. Complete regional 
analysis of the Mid-Ohio area was included. 


October 1949 ...Metropolitan New York-New Jersey Area 
Analysis published in November issue of House BEAU- 
TIFUL presenting House BeEautiFut’s first Climate Control 
Pace-Setter House in Orange, New Jersey. 


Analysis of Mid-Ohio Area was published in the Bulletin 
of the American Institute of Architects for October. 


November 1949...Area Analysis of the Metropolitan 
New York-New Jersey Area appeared in November issue 
of the Bulletin of the American Institute of Architects. 


December 1949...National Warm Air Heating & Air 
Conditioning Association 36th Annual Convention at Cleve- 
land, Ohio, December 14-15, addressed by Elizabeth Gor- 
don presenting Climate Control Project. 


Climate Control for South Florida-Miami Area presenting 
2 existing houses in Miami and Coral Gables published in 
January 1950 issue of House BEAUTIFUL. 


January 1950...Address on Climate Control by Dr. How- 
land before Eastern Association of Nurserymen, New York. 


Building Research Advisory Board of the National Research 
Council National Academy of Sciences devoted January 11 
meeting to presentation of “Weather and the Building In- 
dustry”—a meeting called to inform the building industry 
—at the scientific level—of House BEAuTIFUL’s Climate Con- 
trol Project. An address was made by James M. Fitch. 


January 1950...Chicago, Illinois. Address by Dr. How- 
land before Midwest Nurserymen’s Association. 


Miami, Florida. Address by James M. Fitch, House Beau- 
tiruL’s Architectural Editor, to members of Producers 
Council Chapter discussing House BreautiFut’s Climate 
Control Project, and the Miami Area in particular. 


Jacksonville, Florida. Address by James M. Fitch to Pro- 
ducers Council Chapter members in Jacksonville discuss- 
ing House Brautirut’s Climate Control Project, and the 
Miami Area in particular. 


Philadelphia, Pennsylvania, Address by Dr. J. E. Howland, 
Gardening Editor of House BEAUTIFUL before Annual meet- 
ing of Pennsylvania Nurserymen discussing House Beau- 
TIFUL’s Climate Control Project. 


Columbus, Ohio. Address by Dr. J. E. Howland before Ohio 
Nurserymen’s Association. 


Miami-Southern Florida Area Analysis presented in Janu- 
ary Bulletin of the American Institute of Architects. 


February 1950...Chicago, Illinois. National Association 
of Home Builders Convention. Address by Elizabeth Gor- 
don. 1500 builders present. One session of the Convention 
devoted to Climate Control. 


March 1950...Presentation of Arid Southwest Area Analy- 
sis in April 1950 House BEAUTIFUL. 


April 1950... Arid Southwest Analysis published in April 
Bulletin of the American Institute of Architects. 


Mid-Mississippi Area Analysis presented in ae issue of 
House BEAUTIFUL. 


Publication of Building Research Advisory Board Confer- 
ence report #1—Weather & The Building Industry. 


May 1950...Kansas City, Missouri—Address by James 
Fitch to Producers Council Chapter members on Climate 
Control in the Mid-Mississippi Basin. 


St. Louis, Missouri—Address by James Fitch to Producers 
Council Chapter members on Climate Control on the Mid- 
Mississippi Basin. 

Mid-Mississippi Area Analysis published in May Bulletin 
of the American Institute of Architects. 


June 1950...Houston, Texas—Address by James Fitch to 
Producers Council Chapter members on Climate Control 
and Preview of Gulf Coast Region. 


New Orleans, Louisiana—Address by James Fitch to Pro- 
ducers Council Chapter members on Climate Control and 
Preview of Gulf Coast Region. 


Gulf Coast Area Analysis in July 1950 issue of House 
BEAUTIFUL. 


July 1950...Washington, D. C—Address by Dr. J. E. How- 
land before National Association of Nurserymen on House 
BeAuTiruL’s Climate Control Project. 


Gulf Coast Area Analysis published in July Bulletin of 
American Institute of Architects. 

September 1950...Chicago Area Analysis presented in 
Bulletin of American Institute of Architects. 


First year report on the Climate Control Project published 
in October issue of House BEAUTIFUL. 


-November 1950...Twin City Area Analysis presented in 


November Bulletin of the American Institute of Architects. 


December 1950...The Housing & Home Finance Agency 
—the Government’s top housing authority—asked Building 
Research Advisory Board to set up a committee to inquire 
into the next steps to advance the applying of climate data 
to building design. 


January 1951...Washington, D. C. Area Analysis pre- 
sented in Bulletin of the American Institute of Architects. 


American Meteorological Society presents award to 
Elizabeth Gordon for House Braurtirut’s Climate Control 
Project. 


F ebruary 1951 ...Twin Cities Area Analysis presented in 
March issue of House BEAUTIFUL. 


James Fitch addresses Twin Cities Chapter of Producers 
Council members—re Twin Cities Climate Control Analysis. 
March 1951...Washington, D. C. Area Analysis in April 
House Beautirut, Climate Control house shown. 


Boston, Massachusetts Area Analysis presented in March 
Bulletin of the American Institute of Architects. 


WMeteorologi 
Het y logical Societ 
‘a X 


5 


ao daad 
se wars 2s 
foe 
Outstanding Services 
Alovarce of MPeteorologay 


by a corporatior, is cortferred upor 


Monge Heautifal 


for the far- reaching aad highly 
stimulating work initiated by this magazine through the 


Çı imate Gord rol Project 


American Meeorglogical Society 
January 1951 President 


«,..for Outstanding Services...” 


On January 31st, Elizabeth Gordon, Editor of House BEAUTIFUL, 
accepted on behalf of the magazine an Award for Outstanding Services 
to the Advance of Meteorology. This award, conferred by the American 
Meteorological Society, cited “the far-reaching and stimulating work 


initiated by this magazine through the Climate Control Project.” 


House BEAUTIFUL is proud to add this latest achievement to the unusual 
acclaim and acceptance that the Climate Control Project has received 
in its short 18 months of existence. We are especially proud because 
this award marks the first time such an honor has been bestowed upon 
‘a private corporation in the 51-year history of the American Meteor- 


ological Society. 


But far beyond our pride is the satisfaction we feel in knowing that 
Climate Control has, in only 18 months, become an integral working 
part of the many industries crossed by this highly specialized knowledge. 
Such pioneering as is evidenced in House BEAUTIFUL’s Climate Control 


Project is, we feel, pushing the world another notch ahead. 


House Beautiful Magazine 


572 Madison Avenue, New York 22, N. Y. 


Technical information prepared by the A.I. A. on each of the areas studied in HOUSE 
BEAUTIFUL’s Climate Control Project is available from HOUSE BEAUTIFUL at 50¢ each. 


P work wilh 
SAFETY 


on NORTON non-slip 
Floors and Stairs 


w Permanently non-slip 
o Extremely wear-resistant 
a Non-resonant 


In office, cafeteria, washrooms and 
throughout your plant slipping can be 
eliminated. Water, chemicals, oil will 
not remove the permanent non-slip 
protection provided by Norton Floors. 


The extreme wear-resistance of Nor- 
ton Floors to the heaviest foot traffic 
makes their installation an economical 
investment in long, trouble-free serv- 
ice. Also, they are quiet and com- 
fortable to walk on. 


You have four choices of Norton 
non-slip floor products: (1) Stair and 
Floor Tile, (2) Ceramic Mosaic Tile, 
(3) Aggregate for Terrazzo Floors 
and (4) Aggregate for Cement Floors. 


Write for our free Catalog No. 1935 or see our 
Catalog in Sweet's Architectural or Engineering 
Files. 


NORTON COMPANY 


Worcester 6, Massachusetts 


TRADE MARK REG, U. 5. PAT. OFF. 


ine better products to ae 


-other products better — 
NON-SLIP FLOORS 
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ELIMINATING WASTE 


city codes should be revised to permit an inside 
bathroom with gravity ventilation. In many house 
plans this will lead to a significant saving in 
corridor space, coupled with an increase in liv- 
ability. 


ELECTRIC 


All cities and agencies should be urged im- 
mediately to adopt the national electric code. 

FHA regulations should immediately be re- 
vised to void provisions compelling the installa- 
tion of ceiling lights in rooms other than kitch- 
ens, halls and stairs and pressure should be ex- 
erted to have local codes modified to conform. 

Since nonmetallic protective systems are avail- 
able which are just as economical and just as 
satisfactory as metallic installations, NPA should 
not allocate steel for conduits and fuse boxes for 
residential use. 

Since electrical requirements of the great ma- 
jority of houses are very similar, BRAB and the 
FHA should collaborate in setting up a standard- 
ized installation for government-sponsored proj- 
ects. 

Similarly, we endorse the Round Table pro- 
posals relating to substitution of aluminum for 
copper, where copper is regarded as more critical 
than aluminum. 


HEATING 


Obstacles should be removed, in codes and the 
building requirements of government agencies, 
to the use of economical heating systems when 
these are approved by the American Gas Associa- 
tion or the Fire Underwriters, and are used in 
the manner under which they were tested. For 
example, the useless requirement now prevailing 
in some areas of a separate 100 sq. ft. heating 
room or the requirement of a brick chimney over 
a gas furnace, should be instantly voided. 


DIMENSIONAL COORDINATION 


The National Association of Home Builders, 
The American Institute of Architects and The 
Producers’ Council are doing all in their power 
to promot the use of dimensional coordination. 
Government agencies should be encouraged to 
follow suit for the sake of the saving of time and 
material inherent and now obtainable, and which 
will be increased in proportion to wider accept- 
ance. 

Since a building may be built of non-modular 
materials from modular plans at no additional 
cost, government agencies should give great im- 
petus to the modular trend by requiring that all 
drawings for projects wholly or partially financed 
or subsidized by the government be modular with- 
out rigidly requiring that modular materials be 
used. This would incur no hardship on projects 
located where some modular materials may not 
be available. 


ARCHITECTURAL DESIGN 


We heartily endorse the Round Table recom- 
mendation that FHA immediately advise all its 
62 local offices to recognize the increasing public 
acceptance of contemporary design, and that 
some action in this direction be taken by the 
U. S. Savings & Loan League and Bankers Mort- 
gage Association for the sake of the manifest 
economies which are cut off by the present inter- 
dictions. 


dont buy 
air conditioning | 
that og | 
aMn ba iol | 


Sepmnvet 


AIR CONDITIONING UNITS 


... automatically 


Cooling isn’t enough. To be 
completely effective, an air 
conditioner must also de-humidify. 
The unit that isn’t equipped to do 
both jobs — and do them right 

— won’t give you hot-weather 
comfort. Typhoon air conditioning 
å units are engineered to eliminate 
g excess moisture as well as high 
temperature. The specially designed 
over-size coils are set at an angle 

J for more cooling surface and greater 
de-humidifying action. Result — 


ĝ moisture is wrung from the air by 
d, the bucket-full. And it’s done 
J automatically — no complicated 


i “humidity control” feature needed. 
For modern, thorough air 
conditioning performance, 
call your Typhoon 

dealer now. 


Write for literature 
and dealer’s name 


On pit” 


TYPHOON AIR CONDITIONING CO., Inc. 


794 Union Street, Brooklyn 15, N. Y. 


SELECTED 


for fine buildings everywhere! 


“900” SERIES | 
UNIT LOCKS 
AND LATCHES 


q 


For today's buildings there is no finer lock, no 
wiser choice, than Corbin "900" Series Unit Locks 
and Latches. 


These fine locksets are assembled by skilled 
Corbin lockmakers in one piece, with knobs and Rea tea oo 
escutcheons attached; they are shipped as a unit, oT 7 
installed as a unit. The pen Sag lock that is Other fine-quality : 
easily and economically installed and requires CORBIN Hardware includes: 
little or no maintenance ... a lock that is unsur- 
passed for its smooth action and lasting security. 


For hospitals, schools, office buildings, apart- 
ments and residences, Corbin 900” Unit Locks and 
Latches are a wise and time-tested choice. They 
are made in functions and finishes to meet every 
need, 


P. & F. Corbin Division 


The American Hardware Corporation 
New Britain, Connecticut, U.S.A. 


GOOD BUILDINGS DESERVE GOOD HARDWARE 


CAST IRON BUTTS 


gL. nnf LÊ mites mratr TOA 


CORRUGATED TRANSITE t ozir 


*Transite is a registered Johns-Manville trademark 


mil 


J 


g 


or use them equally well with other 
materials to develop attractive 
contrasts. 


You can build the entire exterior 


with these streamlined sheets... 


Transite sheets can’t burn, rot, or 
rust—and they're not expensive. 


HEN Corrugated Transite is used by itself for The natural light gray color of Transite is attractive 


exterior walls, the effect is often one of mas- without further decoration, and the material itself 

sive, streamlined simplicity, as you can see by the never needs paint to preserve it. In fact, Corrugated 
appearance of the gigantic plant, upper left. Transite is rotproof, weatherproof, fireproof. 

Combined with stone, brick, or glass, Johns- The large sheets permit rapid application, a mini- 

Manville Corrugated Transite helps create striking  ™U™ of framing, lower construction cost. When need 

architectural contrasts, as in the United Airlines for alteration arises, the sheets are almost 100% sal- 

Maintenance Base in San Francisco. vageable. If you plan to build—and particularly if 

you have a problem of rapid industrial expansion 

Applied either vertically or horizontally, the cor- for military defense—investigate the possibilities of 

rugations in the Transite sheets cast the pleasing Corrugated Transite. Write Johns-Manville, Box 158, 


shadow lines so desirable to architectural design. Dept. MB, New York 16, N. Y. 


| Johns-Manville GIA CORRUGATED TRANSITE 
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2 Beautiful Ll000S...by Johns Manville 


Save work...No scrubbing...Easily kept spick-and-span! 


Johns-Manville Terraflex is an entirely new and different MSU! De 
luxury floor tile. Made of vinyl plastic and asbestos and 
completely proof against greases, oils, and alkalies, it is 
practically indestructible. Possesses a clarity and warmth of 
color hitherto obtainable only in rich carpetings. Unharmed by 
commonly used cleaning solutions, Terraflex cannot be “‘washed 
out” and will last a lifetime. Ideal for kitchens and cafeterias. 


J-M Asphalt Tile is of course the modestly priced flooring 
that has been a standard of quality for decades. Comes in 
a wide range of marbleized colors. 


See the J-M Approved Flooring Contractor in your area. He 
is listed in the classified phone book. Or write Johns-Manville, 
Box 158, New York 16, N. Y. 


LTERRAILEX 


VINYL PLASTIC - ASBESTOS TILE 


B A a JM ASPHALT TIIE 


S Other J-M products include Acoustical Ceilings—Movable Walls—Corrugated Transite®—Built-Up Roofs—Ete. 
PRODUCTS 


TO SATISFY CLIENTS 


BILT @ WELL 
— = 
WOOD ¥ WORK 


WIG. U.5. PAT. OFF 


siND 5 


JOES NOT BIND 
BLIND STOP 


Sash can be installed or re- 
moved at any time without re- 
moving weatherstrip. It auto- 
matically compensates for all 
possible swelling or shrinking of 


the sash in width or thickness. The Superior Window is not just another window. It includes a 
jamb-liner which equalizes all dimensional variations due to 
atmospheric conditions and provides a weather-tight snug fit at 
all times. It’s a complete weather-strip window! 

Superior offers tremendous advantages in reducing building 


The Bilt- Well patented weather- 


ship, is 1he-ouisichding fogture | costs and lowering maintenance. It saves both time and money. 
of the Superior Window. It is a il 


cushion type, jamb liner 


weatieritia, nallless ond Rexi Superior is built to last, of thoroughly seasoned, kiln-dried 
ie Ponderosa Pine with 11⁄4” thick jambs and 134” thick sills chemi- 
Ai): Bilt Well Products are packaged or g cally treated with the approved NWMA toxic water repellent 
bundled units, completely machined 


and ready to be set up and painted. i solution. With the Superior, the sash can be installed or removed 
while plastering and painting without damaging the weather- 


strip. It is counterbalanced with overhead spring balances guar- 


anteed for the life of the building insuring easy, smooth sliding 
windows. 

The Superior Window is distributed throughout the 37 eastern 
states and is available from your regular source of supply for 


building materials—your local Lumber Dealer. 


We also manufacture; Mantels & Telephone Cabinets » Multiple-Use & 
Linen Cabinets » Stair Parts + Nu-Style Cabinets » Superior Unit Wood 
Windows + Exterior & Interior Doors » Entrances » Shutters » Clos-Tite 


Casements » Carr-dor Garage Doors » Basement Unit Windows + Louvers 
& Gable Sash + Breakfast Nooks +» Combination Doors œ Screens & 
Storm Sash » Corner (China) Cabinets + Gli-dor Cabinets » Ironing 
Board Cabinets. 


CARR, ADAMS & COLLIER CO., Dubuque, lowa 


P of F, Odorless Wi all F aint chosen for this $1,500,000 Vocational School 


| 


pin LEL my me i 


KENOSHA VOCATIONAL HIGH SCHOOL, KENOSHA, WISCONSIN’ 
W. F. McCAUGHEY AND ASSOCIATES, Architects, Park Ridge, Ill. THE GEORGE SOLLITT 
CONSTRUCTION CO., General Contractor, Chicago. BRADLEY & ANDERSON, Mill Con- 


tractors, 


QUIPPED with the most modern facilities, 
this well-planned vocational school is one 
of which the Kenosha Vocational School Board 
is justly proud. Representing an investment of 
$1,500,000, the project will long pay dividends 
through the work of grateful students trained there. 


The architects and school authorities, in plan- 
ning this vocational school, achieved maximum 
results in co-ordinating its various departments. 
Classrooms may quickly be converted into assem- 
bly or lecture rooms by means of easily-operated, 


folding partitions. An intimate knowledge of 


PRATT & LAMBERT PAINT AND VARNISH 


Oshkosh, Wis. J. M. 


ECKERT CO., Painting Contractor, Chicago. 


shop practices and an appreciation for technical 
skill are also reflected in the layout of the school. 

As in many schools, throughout the Country, 
this fine structure was finished with Pratt & Lambert 
Paint and Varnish, including odorless Lyt-all 
Flowing Flat. 

Prompt, practical aid in securing proper deco- 
ration for any structure is available from the nearest 
Pratt & Lambert Architectural Service Department. 


PRATT & LAMBERT-INC., Paint & Varnish Makers 
NEW YORK BUFFALO CHICAGO 
FORT ERIE, ONTARIO 


Save the surface and you save all! 


REGISTERED 


TRADE MARK 


For homes that are cool in summer... 


cleaner and more healthful the year ’round 


American-Stardard now present: 
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two sensational new products 


THE Designed for easy in- 
stallation in any winter or 
summer air conditioning 
system, the new Magne- 

m filter Air Cleaner is a dry 


type electronic air filter that 


AIR traps even the smallest dirt particles. Automatically cleaning 
the air by electrical attraction, the Magne-filter effectively 
CLEANER removes pollen, air-borne bacteria, dust, and smoke. 


The Magne-filter is designed to be installed in the return 
j duct of the air conditioning system, and can be installed 
on its side in limited space applications. 


Eere is the newest in summer air conditioning for small 

and medium homes. The new Mayfair Summer Air 
Conditioner connects to the duct work of existing forced 
— ià warm air heating systems. Handily controlled by a switch, 

it mechanically cools and 
dehumidifies the air. And 
because it has a hermetically 
sealed, factory-tested cooling 
system, the Mayfair is as simple 
in operation as a modern 
refrigerator! When installed 
with an American-Standard 
warm air heating unit, the 
Mayfair provides year ‘round 
residential air conditioning 

at its best. 


THE 


MAYFAIR 


SUMMER AIR 
CONDITIONER 


For free literature on these two new products, contact the American- 
; Standard sales office serving you or write to American Radiator & 
ee poua Standard Santitary Corporation, P. O. Box 1226, Pittsburgh 30, Pa. 


American- Standard 


First in heating ... first in plumbing 


nng home and industry: AMERICAN-STANDARD © AMERICAN BLOWER e CHURCH SEATS e DETROIT LUBRICATOR e KEWANEE BOILERS e ROSS HEATER e TONAWANDA IRON 


Immediate delivery 


assured 


NK 
2 


y 
| 


Ennan 
Smg 


And they cost less! 


@ AVAILABLE — unaffected by curtailments 
or shortages 


@ COST LESS than most other windows — 
$3.90 to $13.90 


© BEAUTIFUL — lend themselves to any in- 
terior decor 


@ EASILY INSTALLED — even by inexperi- 
enced amateurs 


® DRAFTLESS — ventilation regulated 


® PROVEN—over a million installations in the 
last 20 years 


@ SIMPLE OPERATION—finger-tip lever 


Specify SUN-SASH 
for 
HOMES « OFFICES « FACTORIES » SCHOOLS 
HOSPITALS + INTERIOR PARTITIONS 
PORCH ENCLOSURES +» BREEZEWAYS 


Send for the amazing 


SUN-SASH STORY 


SUN-SASH COMPANY 
38 Park Row, New York 7, N.Y. 


Name 


Address 


City Zone State 


Occupation 
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DEFENSE HOUSING 


grant population probably equals Canada’s 
total population, can always make good use 
of any inventory of portable houses. (Inciden- 
tally, National Security Resources Board has 
suggested that a strategic supply of portable 
housing be available for use in bombed-out 
areas.) 


So far, the U. S. has not developed a readily 
portable house—that is, one that is self-sufh- 
cient. There are a number of good portable 
house-shell systems but none which answers 
the more stickling problem of eliminating 
utility connections. The present portables all 
require almost as much site preparation as 
permanent housing. 


Here is a challenge for housing technology 
and it is no accident that a solution has been 
pointed out by that good crusader for better 
housing, Buckminster Fuller. Bucky Fuller’s 
solution is a real stemwinder. He is develop- 
ing a low cost plastic demountable unit which 
among its other virtues, will need no utility 
connections. Water will be drawn from the 
air, heat from the ground. Sewage is handled 
chemically and electricity is generated by a 
built-in power unit. As usual, there is noth- 
ing wrong with Fuller’s ideas except that they 
clash head-on with so many cherished ideas 
on how to build a house. 


However, the private building industry will 
do well to study Fuller’s ideas on making 
portable houses really portable. The alterna- 
tive may be another batch of “temporaries” 
which are so rooted in the ground by ex- 
pensive utilities that they won’t be moved. 


In a sense the World War II program was 
forced into the stop-gap construction of “tem- 
poraries” by two earlier mistakes: 1) delay in 
formulating the over-all defense housing pro- 
gram and 2) failure to stock pile prefabricated 
houses pending a decision as to where to put 
them. Today, even though the defense housing 
program has not yet crystalized, it’s none too 
early to put the house prefabers to work and 
thus avoid the later need for quick, flimsy, 
temporary construction. 


Lesson No. 4. The shrinkage in house sizes 
should be checked 


Most unfortunate aspect of World War II 
housing was the shrinkage which took place 
in the size of the average U. S. house. Be- 
fore the war, few houses were built under 
1,000 sq. ft. Recently, FHA announced that 
the median size of all the houses whose mort- 
gages it was insuring was 840 sq. ft. By 
American Public Health Association stand- 
ards, this makes practically all FHA houses 
substandard, since the APHA minimum space 

(Continued on page 195) 


CEIL- HEAT 


ELECTRIC RADIANT 
CEILING CABLES 


SO EASY TO 


Install! 


“Before we knew it, Ceil Heat 
was installed and the 
plastering was done in our 
48-unit Skyline Apartments, 
completed last year. The 
installation costs were equal 
to or less than other types of 


MR. R. M. CONDRA 


Contractor- heating equipment — and 
Engineer 

Nashville, comments from occupants have 
Tenn. been extremely gratifying.” 


THERE is no faster, or cheaper method of 
installing a complete modern heating plant 
to furnish maximum comfort and conven- 
ience, than with Ceil Heat. Now, everyone 
can enjoy carefree, automatic heat with the 
revolutionary electrical ceiling cables that 
provide invisible radiant heat from above— 
Just like the sun. 


THOUSANDS OF USERS—In Tennessee and 
nearby states where Ceil Heat was first installed 
users report that it has withstood the severest 
winter of a lifetime—has kept their homes cozy- 
warm even on the coldest days. 


NEW FREEDOM OF DESIGN—Ceil Heat 
makes it easier for architects to design more 
beautiful, more efficient homes by utilizing space 
formerly needed for registers, radiators, pipes, 
furnace, fuel storage, and cellar. 


EASY TO ESTIMATE- EASY TO INSTALL— 
Just staple the cable to the ceiling base according 
to simple Ceil Heat engineering directions, and 
cover with plaster. Quickly installed by a local 
electrical contractor. Simple to calculate heat loss 
and cable required. 


SAFE— [Invisible Ceil Heat ıs out of reach of 
fingers, furniture and drapes, yet it keeps floors 
toasty warm. Its low temperature makes it the 
safest heating system from standpoint of fire, 
burns or explosions. 


TROUBLE FREE—Ceil Heatis waterproof, non- 
corrosive—nothing to get out of order. Fully ac- 
ceptable for FHA financing, G.I. insured loans, etc. 


CEIL HEAT IS THE STANDARD — Radiant 
ceiling heating is now used in homes from coast to 
coast. There is no finer system 
for uniform, low-cost carefree 
warmth. And, Ceil Heat sets 
the standard. Perfected solely 
by Ceil Heat Div., Homes, Inc. 
Sold only through electrical dis- 
tributors to approved licensed 
electrical installers. 


MEATS Limited, FRANCHISE areas available. 

LIKE Write today. 

THE SUN ih ea Simao ae ae ee en i 
i CEIL HEAT Division, Homes, Inc., Dept. M.B.3 4 
\ P. O. Box 1167, Knoxville, Tennessee. I 
i] Please send me—without obligation [| 
| —complete literature on Ceil Heat f] 
l NAME ZI 
1 TI 
y FIRM- za 
l ADDRESS o! 
’ l 

CITY. ZONE STATE — 
L cat aie e GD wea al 


Industrial construction for mobilization will give longer, more depend- 
able service if you specify the protection of Monsanto Penta for the 
lumber you employ. 


= a > Monsanto Penta (pentachlorophenol) protects against termites and 
S p eci fy p ro t ec tion In other wood-boring insects and controls decay caused by fungi. Treated 

T oaths a adi) with properly formulated Monsanto Penta, wood can be painted 
or varnished. 


mobilization construction 


Write for details on how to specify penta treatment for lumber . . . for 
names of companies that can supply material treated with Monsanto 
Penta ...for firms able to custom-treat your lumber... for brands 
of formulations with which you can do your own treating effectively. 
MONSANTO CHEMICAL COMPANY, Organic Chemicals Division, 
1700 South Second Street, St. Louis 4, Missouri. 

DISTRICT SALES OFFICES: Birmingham, Boston, Charlotte, Chicago, Cincinnati, 


Cleveland, Detroit, Houston, Los Angeles, New York, Philadelphia, Portland, Ore., San 
Typical uses of penta-treated wood Francisco, Seattle. In Canada, Monsanto (Canada) Ltd., Montreal. 


Wherever wood is used, penta treatment will 
give it longer life. The following table gives 
the amount of 5% penta solution in oil that 
a cubic foot of wood should retain for maxi- 
mum protection. 


Humidity Humidity 
average average 


fo low high 
Sills and plates 6 8 
Joists and girders 6 8 
Screeds and subflooring 6 8 
Factory flooring ó 8 
Roof plank 6 8 
Platforms and decking 6 8 
Posts and fences ó 8 
Cooling towers ee 8-10 
Sign material 6 8 
Millwork ó 8 
Highway guardrails 6 8 
Railway cars 6 8 
Bridge timbers 8 10-12 
Utility poles 8 8-10 
Crossarms 6 8 


Note: Higher treatments are recommended where 
wood is fo serve under severe conditions, such as in the 
tropics. Recommendations will be furnished on request. 


MONSANTO ~ 


CHEMICALS PLASTICS ~ 


A 


SERVING INDUSTRY... WHICH SERVES MANKIND 


the magazine of BUILDING 189 


NEW A.C.1. BUILDING CODE... 


sam | Recognizes the Advantages 
o ac) Bulg EE | of the A305 Reinforcing Bar 
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he revised “Building Code Requirements for Reinforced 
Concrete” has now been formally ratified by the Amer- 
ican Concrete Institute. 
This new code contains some of the most important changes 
made in many years. These changes were made possible by 
the new A305 reinforcing bar. By using A305 bars under the 


new code, you get better, more economical structures. ° | N C R EASES ALLOWABL E 


WHAT ABOUT YOUR LOCAL CODE? BOND STRESSES 


To participate in the benefits offered by the new A.C.I. fe ELIM | N AT ES 

Building Code, your local code must be changed to conform. 

Take action, now, to see that your local code is changed! H (0) (0) K A N C H 0 RA G E 
Copies of the new A.C.I. Code may be obtained, for a small 

charge, from the American Concrete Institute, 18263 W. 


McNichols Rd., Detroit 19, Mich. se CART Se | 


CONCRETE REINFORCING STEEL INSTITUTE + 38 S. Dearborn St., Chicago 3 
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-open from either side. Envelope-type frames "cushion" 


Here's a recessed fluorescent fixture that's as highly 
acclaimed: for its mechanical superiority as for its 
unsurpassed light distribution. We'd like to show you 
just a few of the reasons why: 

First, Smithcraft Troffers ¢an be installed in virtually 
any ceiling construction. All units are exactly 12” 
in width, and 24", 48”, 72" or 96" in length to con- 
form to modular ceiling requirements. Bi-Pin or Slim- 
line lamps may be used. 

' The above “exploded” photographic view of the 
troffer explains the speed and ease of installation 
_ that is an important feature in Smithcraft Troffers. 
Patented Aligner Hangers eliminate costly careful 
dimensioning throughout installation procedure. You 
can always "get inside”. the troffer for servicing, too, 
without disturbing adjoining ceiling panels. 

Any type of shielding — from steel louver to glass 
or an — may be specified. Louvers can be hinged 
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bs 
ZS 


| 
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the glass from shock or rattle, as well as minimize 
possibility of breakage. 

Yes, there is more to good lighting than meets the 
eye. And there's far more to the Smithcraft Troffer 
than space permits us to explain here. We'll be 
glad to fill in the details. Send for the booklet 
"Architectural Troffers" today! 


We'd like to send you our popular monthly 
house organ "The Light Side of the News”. 
Drop us a line ... we'll do the rest. We'll 
be glad, too, fo send you a complete 
Smithcraft Catalog upon request. 


LIGHTING DIVISION 


CHELSEA 50, MASSACHUSETTS 
: SEE ss 


CEILI 


a means of providing total 
luminous-acoustical environments 


Practical, simple, tested, wholly integrated, the Wake- 
field Ceiling completely answers the requirements for 
ideal lighting and effective sound deadening in rooms 
where continuous and absorbing tasks are performed. 


The lamps are completely hidden from view and the 
apparent light source is the Plexiglas “ceiling” which 
constitutes a diffuse surface of large area and low 
brightness. Where wall, floor and furniture reflect- 
ances are relatively high, the 3 to 1 contrast criteria 
of the Illuminating Engineering Society are easily 
met and often bettered. Almost perfect glare-and- 
shadow-free seeing conditions are obtained. Acousti- 
cal baffles, which are optional, are suspended below 
the plastic, and tests show their efficiency to be equal 
to-or better than that of conventional sound absorp- 
tion treatments. All structural and electrical elements 
are simple, uniform, economical and installable in 
their entirety by an electrical contractor licensed by 
Wakefield. 


The Wakefield Ceiling opens new vistas to all those 
concerned with specifying and providing perfect 
audio-visual environments. 


= 
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See the Wakefield Ceiling 
Booth 18, A. I. A. Convention 


Edgewater Beach Hotel, Chicago 
May 8-11 


Now on the press, a 
descriptive booklet on 
the Wakefield Ceiling. 


For your copy write to The F. W. Wakefield 
Brass Company, Vermilion, Ohio 


No. 840 Church ‘Regal Seat 


Whatever the budget, most clients 


want— most architects specify — Church Ch h 
Seats. Their quality is as obvious as — U 4 Ci N t 
their good looks. And in cost per year ea S 


of satisfactory service, they are truly "THE BEST SEAT IN THE HOUSE” 


economical. 


C. F. CHURCH MFG. CO., HOLYOKE, MASS. 
Division of Amercan Rapiator & Standard Sanitary conrorarion 


AMERICAN-STANDARD © AMERICAN BLOWER © CHURCH SEATS e DETROIT LUBRICATOR © KEWANEE BOILERS © ROSS HEATER e TONAWANDA IRON 


AND FOR HELP 
WITH THE TEMPERATURE 
CONTROL, WE'LL TALK 


TO HONEYWELL! 


We doubt that you've worked on many birdhouses lately. 
We haven’t helped heat any, either. 


But we can help architects and their heating engineers provide the 
proper thermal environment for any client—anywhere—in 
any kind of structure. 


We have a lot of literature on the automatic control of all phases of 
heating, ventilating and air conditioning. Information 
you should have in your files. 


And we have a lot of very well-informed control engineers—in 
our 89 different offices—who have a lot more information right at their 


finger tips. 


We sincerely believe we can help you on any project that poses 


problems of control of any kind—for control is Honeywell's business. H SI NN ESS oi: I] 
So, why not talk to Honeywell? Why not write to Honeywell for he i we 


complete information on the equipment discussed in the column 
across the page? And why not do it now? Fout , Ontol 
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DEFENSE HOUSING 


requirement for a family of four persons is 
1,150 sq. ft. 

The shrinkage in house size has been de- 
fended on several counts. First is that build- 
ing prices have more than doubled. Second 
is that many materials have been in short sup- 
ply during a good part of the past decade. 
Finally, it is argued that builders have been 
able to sell in low income brackets because 
their houses are smaller. 

All of these explanations beg the essential 
point, however. The plain fact is that both 
the building industry and FHA acted neither 
too wisely nor too well in reducing house 
sizes. In the face of materials shortages and 
price rises, they took the easy road. Instead 
of looking for alternatives — notably, more 
efficient use of the materials that were avail- 
able—they simply reduced the scale of their 
houses. The loser, as usual, was the house- 
buyer. Except for the highest price brackets, 
he had to choose between cramped house and 
no house at all. 

Nothing can be done about the tiny houses 
which have already been built. But something 
must be done about re-directing the still-pow- 
erful trend towards smaller houses. A con- 
certed, intelligent attack on the problem by 
industry and government can do it. The theme 
for the attack was set in January by the Round 
Table on housebuilding sponsored by THE 
Macazine or Buripine. In their report, the 
Round Table’s experts declared: “The only 
alternative to a drastic reduction in the Ameri- 
can standard of living is a still more drastic 
reduction in the American standard of waste.” 
By checking waste in house construction, the 
Round Table estimated that between 20% 
and 40% saving could be made in labor, ma- 
terials and dollars. With these savings the 
industry should not only be able to check the 
trend towards smaller houses but also open 
the possibility of making houses relatively 
larger than they are now. And (important 
point) it could be done without imposing on 
the supply of vital materials. 

The wide powers that NPA has over ma- 
terials control should be used to hasten the 
day. In World War II, the War Production 
Board used similar powers in a limited way 
to conserve materials in housing. The trouble 
was that it assigned an inventory of materials 
to each house built but it didn’t police its 
use. To save money, the builders made their 
houses smaller. WPB was more strict with 
the materials that went into the temporary 
buildings put up by the Federal Public Hous- 
ing Administration. After Pearl Harbor, 
FPHA buildings averaged only 2,500 lbs. of 
ferrous and 130 Ibs. of other metals per fam- 

(Continued on page 200) 
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We can't help you heat birdhouses, 
but we can help you plan better control 
for your heating systems. So fill out 


the coupon below and send it to us for ~ 


Facts you 
need — FREE! 


Honeywell Electronic Moduflow can give your clients the finest automatic tem- 
perature control available. In this system, the smallest change in temperature indoors 
—or outside the house—activates sensing ele- 
ments which signal the Electronic Relay Ampli- 
fier. The amplifier “interprets” the signals —and 
controls the heating plant with split-second pre- 
cision. That's why Honeywell Electronic Modu- 
flow provides the owner with uniform comfort — 
even in the most changeable weather. 

A highly adaptable system, Electronic Moduflow 
is superior to all other home temperature control 
systems for two reasons: 1. A// sensing elements are 
ELECTRONIC—which means they're up to 100 
times more sensitive than mechanical controls, 2. Units 
of the systems compensate for ALL THREE important 
control factors— temperature changes outdoors, load 
shifts indoors and structural heat loss. 


Honeywell Zone Control is an excellent way to achieve uniform comfort and econ- 
omy in any type of structure. Tailor-made systems are available for homes —and for 
institutional, commercial and industrial buildings. 

In the Honeywell Zone Control System, each zone is equipped with its own set of 
controls, including an individual thermostat. This means you can maintain the 
desired temperature in every part of the structure despite wide 
differences in exposure, use, occupancy and structural heat 
losses. And Zone Control makes it possible to lower temper- 
atures for economy's sake during the part of the day when 
sections of the building are not 
in use. 

For additional, specific informa- 
tion on Honeywell Electronic 
Moduflow and Honeywell Zone 
Control, fill in and mail the ac- 
companying coupon now. It will 
bring you material you'll want 
to read—and keep on hand. 


MINNEAPOLIS-HONEYWELL REGULATOR CO. 
Minneapolis 8, Minnesota, Dept. MB-4-54 


Gentlemen: Please send me information on 


C] Electronic Moduflow 


C] Zone Control 


Name 


Firm Name 


Address 


Ghj State 
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A Dream C 


Amateur "Professionals" . . . Actual 

“repair jobs in Hammond’s Auto Shop 
give students professional experience 
and confidence while training. 


4 f22 =a 


Learning by Doing . . . Student linotype Present with a Future . . . Current work on 
operators at Hammond Tech learn their trade fine electrical machinery obtained through 
by competing for Board of Education printing the War Surplus Board prepares these stu- 
on a best bid basis. dents for a bright future in the industry. 


Edwards for Efficiency . . . An 
Edwards horn, bell and clock on 
the wall of each classroom, shop 
and laboratory warns of fire, 
tells time and regulates programs 
with split second accuracy. 


Barom ground was 
broken for the new Voca- 

tional Technical High at Hammond, Indiana, its architects 
and teachers worked together for months to plan every detail. 
Today, Hammond Tech is their dream come true ... a 
school that combines the finest physical equipment with 
actual industrial training. Hammond Tech, in effect, is run 


like a business. Students of linotyping and printing, for Program Control, accurate to 1/60th of a second, keeps 
example, compete for Board of Education work on a best Hammond’s human traffic moving smoothly. And protecting 
bid basis. The Auto Shop repairs real cars. Girls, too, get life and property throughout this ultra modern institution is a 
their chance at practical experience. Linking each classroom, reliable, fool proof Edwards fire alarm system. 


shop, laboratory and office is an Edwards Telephone System. 
Traffic through this switchboard is so heavy it would tax 
professional operators. But the part-time operators are ama- 
teurs—girl students in business courses. 


Today the Trend Is to Edwards 


More and more, skillful architects like L. Cosby Bernard & Co., 
of Hammond, Indiana, specify Edwards with confidence. 
Edwards systems are simple to operate, trouble-free, reliable. 
Equipment Matches Efficiency Maintenance and servicing is cut to a minimum . . . major factor 


In addition to the dependable, trouble-free telephone system, in these days of rising costs for labor and materials. 


Edwards makes other valuable contributions to the efficiency 
of this unique school. Edwards Automatic Clock and 


ESET -7 
i Ia 
Let Edwards help solve your problems in electric signaling, com- : 
munication or protection. Whether a musical sounding chime for fod ; 
\ : } 
SS A 


your home, a complete hospital system or fire alarm protection for 
school, industry or business, Edwards can supply it. 
Write to Dept. B-4, Edwards Company, Inc., Norwalk, Conn. 


v 
World’s most reliable time, communication and protection products. 
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hows more th a vow tham maiti the tue! 


FOR INSTANCE—quality that 
the home-owner never sees is 
built into Curtis Silentite 
windows. The double-hung 
Silentite windows which 

flank this big Curtis picture 
window have the famous 
“floating” weatherstrips that 
assure a snug fit, yet permit 
easy operation. There are 
spring bronze leaf type 
weatherstrips at the meeting 
rail and also at the bottom 
rail. Double “Z” type spring 
bronze weatherstrips at 

the sides give uniform pressure 
on both sides of the window 
in all positions of opening. 


QUICK INSTALLATION—Because Silentite 
double-hung windows are precision-made, 
they can be installed in an average time 
of 3 minutes per opening. Silentite 

units provide easy operation, which they 
maintain throughout their lifetime. 

Each part of Silentite is specially designed 
with relation to all other parts so that 

all parts harmonize perfectly and fit 
properly. Remember, the Silentite window 
is a complete unit, consisting of frame, 
sash, lock, trim, screen and storm sash. 


CurtiS 


WOODWORK 


S[LENTITE 


r PRE-FIT 
the /nsu/afed window 


TROUBLE-FREE CASEMENTS — Tests made by a nationally 
known independent laboratory show that Silentite 
wood casements will reduce by 16.4% the heat loss 
that usually occurs with ordinary casements, 

under comparable conditions. Silentite casements are the 
4 most weathertight casements made. They will not stick, 
bind or warp. The sash cannot rattle or vibrate, 

cannot swing in the wind. Condensation is reduced to the, 
minimum by the use of insulating glass. 

Screens are furnished. 


Complete technical information 
about Curtis Silentite 
windows and Curtis Woodwork 
is yours for the asking— 
mail the coupon! 


Curtis Companies Service Bureau 
MB.-4S Curtis Building, Clinton, Iowa 


Gentlemen: 
I want to know more about Curtis Silentite Win- 
dows. Please send me your free window booklet. 


Iam ( ) Architect ( ) Contractor ( ) Prospec- 
tive Home Builder ( ) Student. (Please check 


Curtis makes a complete line above.) 

of architectural woodwork for Naiara ssxanwss i aema LETE E AA 

the modern home. Make 

your next house “‘all Curtis.” Addr Sonnar een wie ganos T 
Ci aminas aaa a e a ra OAE asia 9 as oA 
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* With today's shift of emphasis from civilian to defense 
needs, the manpower factor becomes increasingly important in 
home construction. 


Even though your construction crews may be cut in half, you can 
build Gunnison Homes in half the time, without the headaches 
and uncertainties of conventional building! Gunnison's stand- 
ardized modular construction plan is designed for simplicity, 
ease and speed in erection. Skilled labor required and total 
man-hours at the building site are cut to an absolute minimum! 


For further information, write Dept. F-2, 
Gunnison Homes, Inc., New Albany, Ind. 


Manufacturers 
of Gunnison 


e UNITED STATES steel Os) CORPORATION SUBSIDIARY 
oronaclo and CHAMPION Homes... 


NEW idi INDIANA 


“Gunnison,” "Coronado" and “Champion —T.M. Gunnison Homes, Inc. 
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But they are always appreciative of the store 
that keeps them in mind in everything it does. 
Noise control, for instance. 


You’re a customer. Don’t you find it more 
pleasant to shop in a quiet store—one free of 
irritating chatter and clatter? And look at it 
from the viewpoint of the store owner. You and 
other customers will visit such a store more fre- 
quently, make more purchases. That’s not 
theory—it has been proved in stores where the 
sole remodeling feature was the installation of 
our Certile Acoustical Tile. 


Appreciative customers! Increased profits! Two 
compelling reasons for specifying Certile or 
Certacoustic Acoustical Tile in your new store 
construction and remodeling jobs. 


QÈ Uy e 
O Certain-lee 
Sy ¢ > REG. U.S, PAT, OFF 
MENS Quality made Certain . . . Satisfaction Guaranteed 


CERTAIN-TEED PRODUCTS CORPORATION 


ARDMORE, PENNSYLVANIA 


CERTILE AND CERTACOUSTIC 
with the famed Fiberglas* base, 
have all these distinctive 
advantages: 


Incombustible e Convert sound into 
mechanical energy ° Convert sound into 
thermal energy ® Repaintable è Applied 
by cementing—by screw attachment—by 
suspension system ® High insulation e 75% 
light reflectivity e Moisture resistant. 


Approved acoustical applicators are 
available for consultation and advice. 
Contact one of the district sales offices 
for the name of the one in your area. 


*Trade-Mark Reg.U.S. Pat. Off. by Owens- 
Corning Fiberglas Corporation. 


|7 
A, 


te a oe ot 
ACOUSTICAL 
PRODUCTS 


ATLANTA, GA. e CHICAGO, ILL. + CLEVELAND, OHIO 
DALLAS, TEX. e DETROIT, MICH. e EAST ST. LOUIS, ILL. 
KANSAS CITY, MO. + NIAGARA FALLS, N.Y. 

ARDMORE (PHILADELPHIA), PA. e SALT LAKE CITY, UTAH 
RICHMOND, CALIF. e MINNEAPOLIS, MINN. 


= ii e marag meee Ega 


| 
FOR SITTING | 
| 
| 
| 


4907 


FOR SLEEPING 


MODERN INTERIORS. Send 25 cents to Berne, Ind. for this pro- 
| fusely illustrated booklet on contemporary decorating, 
{ | 


NEW YORK: 227 East 56 Street 
CHICAGO: 1638 Merchandise Mart 
BOSTON: 203 Clarendon Street 
KANSAS CITY: 212 Merchandise Mart 
PASADENA: 2914 East Walnut Street 


| DUNBAR FURNITURE CORPORATION OF INDIANA » BERNE, INDIANA ` 
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DEFENSE HOUSING 


ily unit, compared to the pre-war average of 
9,300 and 414 lbs., respectively. This was 
drastic cutting; quality was sacrificed but the 
experience suggests that we could well build 
our houses with few less materials than we 
now use. 


With the enforcement of a materials con- 
servation program FHA might well consider 
establishing a national space minima for the 
A good starting figure 
—although inadequate in many respects— 
would be 800 sq. ft. There would be, of course, 
screaming protests from the builders of 
smaller houses. They will argue that this 
move will freeze out the whole lower income 
market. However, with the materials savings 
program, plus competition, the price structure 
would adjust itself to the change within a 
short time. The 800 sq. ft. minimum would, 
of course, force builders of larger houses to 
upgrade their space standards. The penalty 
for non-compliance would be a simple, ef- 
fective one: no FHA mortgage insurance or 
VA loan guarantees. 


houses it insures. 


Lesson No. 5. Defense housing should be 
no excuse for lowering design standards 


The reduction in house space standards 
during the last war was only one manifes- 
tation of the general inclination to relax living 
standards in the name of “war housing.” 
Most of the housing was pitched to a dead- 
level design mediocrity that has been hard 
to dislodge since then. Partly this was the 
fault of builders who knew that they could 
sell anything they built. Partly it was the 
fault of FHA for not continuing its early 
good work in lifting small-house standards. 
And the architects themselves did nothing to 
remedy the situation. 

There are some compelling reasons why 
this trend should not be repeated during the 
current mobilization. One is the need for ap- 
plying the lessons of better design towards 
the problem of saving vital materials. An- 
other reason involves the much-discussed 
U. S. standard of living. Defense Mobilizer 
Charles Wilson has advanced the challenging 
proposition that we can actually raise our liv- 
ing standards while we arm ourselves and the 
rest of the free world. Applied to housing, 
this means a continuing improvement in liv- 
ability standards. It is no longer enough that 
we provide leakproof shelter for everyone: the 
new goal must be a house that meets the re- 
quirements of gracious living. 

The AIA-NAHB joint committee on improv- 
ing small house design would do well to take 
this challenge and apply it directly now to 
the problem of defense housing design. 


ATTENTION 
MANUFACTURERS’ 
AGENTS 


The MacazinE or BUILDING 
is compiling a new list of 
Dealers, Distributors and 
Manufacturers’ Agents who 
are interested in adding new 
lines (building products, ma- 
terials, specialties, household 
appliances, etc.). This list, 
when completed, will be 
available on request to inter- 


ested manufacturers. 


If you would like to be listed 
please write and be sure to 
tell us what territory you 
cover and what types of prod- 


ucts you would like to handle. 


Write: 
George P. Shutt 


Director of Advertising 

The MacazinE or BUILDING 
9 Rockefeller Plaza 

New York 20, New York 


sell the i Ri GGS plan... 


and you'll sell bathrooms in every home? 


NATIONAL ADVERTISING 


PROGRAM BY 


BRIGGS 
WILL MEAN MORE 
BUSINESS 
FOR YOU! 


Briggs Beautyware is out to make "Mr. 
Average Homebuyer” two-bathroom 
conscious! With a complete program of 
colorful advertisements in national 
publications, Briggs is building buyer- 
preference for its colored fixtures— 
building more business for the man 
who follows the Two-Bathroom Plan! 


started the idea! 


BRIGGS 


is promoting the idea! 


is selling the idea! 


Today’s homebuyer is a bargain hunter! 
He’s looking for something mew and 
distinctive—something that will take 
the home he buys out of the “ordinary” 
class—yet keep it within his budget! 


Install two bathrooms of colorful Briggs 
Beautyware in every home you build — 
add a star attraction that will help you 
sell more homes faster! Don’t overlook 
the big economies of “back-to-back” 
installations where the same rough pip- 


©1951. LITHO IN U.S.A 


ing serves both bathrooms and the 
savings you can make by installing one 
bathroom over the other in two-story 
houses. What’s more, your homes can 
have the extra appeal of Briggs Beauty- 
ware colored fixtures for only 10% 
more than white!* 


You'll find it will pay to capitalize on the 
Briggs Two-Bathroom plan! Install two 
bathrooms of colorful Briggs Beauty- 
ware in every home you build! 


*10% extra charge for colored ware applies to complete sets including brass fittings. 


BRIGGS MANUFACTURING CO., 3001 MILLER AVE., DETROIT 11, MICH. 


, erving more than 3, 500, 000 families 
April 1951“ 25¢ In Canada 35¢ 


Better Homes & Gardens is one of the 3 BIGGEST man- BMGis BIG in Home Planning Centers! 
woman magazines . . . but, more important to you, 
it’s ESPECIALLY BIG in buyers of what you sell! 


Located in 63 of America’s leading department 
stores, they counsel and guide over a million 


: ` ; yrospects a year! Could you want a better con- 
BHG is BIG in home builders and remodelers! alae ten i ; 
sumer contact for what you sell? 
7 out of 10 families building homes read BH&G — Go ay? bic} il 
A veins = 50 ıt s easy to see what a big boost to your selling 
and over 134-million BH&G readers remodeled or y j3 y = 


; 55 Ns sk efforts a campaign in BH&G can be. It reaches 
repaired their homes within the year! 


millions of perfect prospects—and pre-sells them 
BHGi BIG in influencing operative builders! in many practical, productive ways! 
BH&G’s bi-monthly news letter keeps 18,000 
builders and dealers in touch with what’s new! 


It offers free tie-in and promotion ideas—and lists 


building materials advertisers! NINN 


MON 


MEREDITH PUBLISHING COMPANY 
Des Moines, lowa 


For the new B’Nai Amoona 
Temple in St. Louis, designed 
by Eric Mendelsohn, Gulistan 
carpet was specified. 

St. James Cathedral in Seattle 

remodelled exterior and inte- 

rior, selected Gulistan carpet. 


New York’s 75-year-old Fifth 
Avenue Presbyterian Church 
chose Gulistan carpet for 
interior remodelling. Carpet 

À installation executed by 
% Huffman & Boyle Co., Inc. 


WHEN SOUND INVESTMENT IS A TRUST 


Religious groups consider carefully the investing of funds. 
They must plan wisely and spend with good judgment. 


Whether you're investing other people’s money or your own—whether you're building 
or redecorating—you can be certain that Gulistan carpet is a wise choice. 

For your church, temple, bank, theatre, office, or your own home, Gulistan carpet 

is a good investment in beauty and quality that will last for years. 


The three carpets shown are typical of the style and quality of Gulistan church carpets. 
Your Gulistan dealer has many others for your selection. 


eee GULISTAN _ 


WOVEN ON POWER LOOMS IN THE U. S. A. e A. & M. KARAGHEUSIAN, INC., FIFTH AVENUE, NEW YORK 


These Concrete Project Case Histories Prove 


the Advantages of «= — 


I. Smooth, Fin-Free Concrete 
2. Multiple Re-Use 
3. Time and Labor Savings 


4. Design Adaptability 


GIANT APARTMENT DEVELOPMENT, industrial build- 
ing or heavy construction project—Douglas fir 
plywood is ideal for every type of concrete form 
work. Versatile and adaptable, plywood forms 
create smooth, clean, monolithic surfaces... speed 
work... contribute to overall job economy through 
simplified form construction, labor savings and 
panel re-use. Highly moisture-resistant glues used 
in PlyForm®—the special concrete form grade 
of Interior-type plywood—permit multiple panel 


re-use (as many as 10 to 15 are not unusual). 


= ee eed 


For greatest possible re-use, however, specify 
EXT-DFPA e CONCRETE FORM® bonded with 


completely waterproof adhesives which permit 


cic ie cee) my S a S S 


panel re-use until the wood itself is literally worn 
away. For the finest possible concrete surfaces, 
panels having “A” face veneer, or one of the 
new plastic faced panels may be used. 


® Ply-Form and EXT-DFPA® are registered grade-trade- 
marks of Douglas Fir Plywood Association (DF PA). 


Douglas fir 


Plywood 


AMERICA’ 
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Large, Light, Strong 
Real Wood Panels 


For additional data on Douglas fir plywood for 
concrete form work, write Douglas Fir Plywood 
Association, Tacoma 2, Wash. Use coupon at 
right to obtain your free copies of two plywood 
form booklets: “Concrete Forms of Douglas Fir 
Plywood” and “Handling PlyForm.” Also avail- 
able is the new Keely PlyForm Calculator. This 
handy slide rule gives construction data for ply- 
wood forms based on hourly rate of pour. Price 
(including leaflet, ‘Design Assumptions For New 
Keely Calculator"): $1.00. 


BUSIEST BUILDING MATERIAL 


DOUGLAS FIR PLYWOOD ASSOCIATION 
Tacoma 2, Washington (Good in U. $. A. Only) 


Please send free copies of two plywood concrete form book- 
lets described at left. 


Nams sea eson Tere AES aee ee ore AEE 
PARE Sa initiates areas Sass paara sts A Ee Gok essere 
Clb Yerevan a x iw ss wracenirarns sb eee eae ZONE sss SHAE: sh o aie os re 
C] Please send........ Keely Calculators. | enclose 


$1.00 each to cover costs. 


RESULTS 
GUARANTEED 
BY GOLD BOND! 


T’S BEAUTIFUL inside, too—the new 
$6,000,000 First National Bank of 
Tulsa. One of the finest buildings in the 

Southwest, another in the long line of 
fine Gold Bond jobs dotting the country. 
Over 600 tons of Gold Bond Plaster 


were used for the walls and ceilings. 


The use of Gold Bond products 


assures complete satisfaction to the 


architect, builder and owner. There are 
over 150 of these products, each one 
guaranteed to do a specific job better. 
When they are used exclusively, the entire 
responsibility is centered in ove reputable 
manufacturer— National Gypsum Company. 
You'll find Gold Bond products fully 
described in Sweet’s...and available 
through local Gold Bond Jnmber and 
building supply dealers. 


FIRST NATIONAL BANK OF TULSA ; 
Tulsa, Oklahoma - ri H You'll build or 
. Carson and Lundin, New York City ae | aa 


General Contractor . Manhattan Construction Co peer í i à remodel better with 
Muskogee, Oklahoma 


Architect . 


Plastering Contractor . . . Fournier Stucco and 
Plaster Co., Tulsa, Oklahoma 


NATIONAL GYPSUM COMPANY œ BUFFALO 2, NEW YORK 


Lath, Plaster, Lime, Sheathing, Wall Paint, Rock Wool Insulation, Metal Lath, Sound Control Products, 
Fireproof Wallboards and Decorative Insulation Boards. 


204 architectural FORUM april 1951 


NISTRUT 


used in AMERICAN SUGAR 


Note effective use of easily positioned maple 


cable clamps mounted on Unistrut channel. Installation is equipped 


throughout with Unistrut for 
the support of all motor con- 
trol apparatus and cable. 


With Unistrut you can build all 
types of framing, mounts, shelv- 
ing, racks, tables and benches— 
conduit, cable, pipe and tubing 
hangers and supports, fluorescent 
fixture supports, and many other 
structures with just a hacksaw and 
a wrench. Give Unistrut a trial in 
your business. 


FREE CATALOG 
and WALL CHART! 


Write for your copy of 
24-page Construction 
Catalog No. 500, 24’ x 
36” Wall Chart and 


sample of Unistrut. 


Representatives and 
Warehouse Stocks in Principal Cities 
Consult your Telephone Directories 


U.S. Patent Numbers 


2327587 2363382 
2329815 2380379 
2345650 240563) 


Other patents pending 


The World's Most Flexible V) All-Purpose Metal Framing 


UNISTRUT PRODUCTS COMPANY 


1013 WEST WASHINGTON BLVD. © CHICAGO 7, ILLINOIS 


aaa aa m eee ee eee eee eee 


REFINING COMPANY PLANT 


All Cable, Switchboards and Timer Control Panels Sup- 
ported by Completely Adjustable Unisfrut Framework 


These pictures show how Unistrut channel and 
fittings, with maple and porcelain insulators, 
combine to support all control equipment for 
the motors that operate centrifuges in one step 
of the sugar refining process at the Chalmette, 
Louisiana plant of the American Sugar Refining 
Company. 

Unistrut permitted fast, on-the-job framing 
assembly where all adjustments were quickly 
made by merely loosening a bolt, and where 
supporting members were added as the work 
progressed. Because no drilling, welding, spe- 
cial tools or equipment are required to assemble 
Unistrut, engineering detailing and construc- 
tion time were kept to a minimum, Another 
advantage lies in Unistrut’s built-in flexibility 
which makes possible later changes and addi- 
tions to the existing structure. 


UNISTRUT PRODUCTS COMPANY 


1013 W. Washington Blvd., Chicago 7, IN., Dept. F4 
Please send me, without obligation, the items checked below: 


L] Catalog No, 500 E| Wall Chart [_] Unistrut Sample 


Name. 


Company. 


Address. 


HOT LABS 


(Continued from page 157) 


a static pressure regulator that controls four 
5,000 cfm ventilators in the roof of the hot area. 
One or more of these automatically go into op- 
eration if the differential pressure between the 
hot and cold areas falls below a fixed setting. 
There are no windows in the hot area, and nor- 
mally doors are kept closed. 


Ventilation in the hot area 


All exhaust air from the hot area is divided 
into acid or non-acid types. Acid air is put 


Combine Roof Deck and 
Insulation=in One Operation 


through a group of caustic scrubbing towers, 
then through two CWS filters in parallel and 
drawn through an underground 14” stainless 
steel duct to a fan house 250’ away at the base 
of a large 325’ stack which carries off air used to 
cool the Brookhaven reactor. There acid air is 


forced up a 14” stainless steel duct within the 
large stack and exhausted at the top. 

Non-acid exhaust air is cleaned in CWS filters, 
carried through a 36” underground precast con- 
crete pipe to the fan house and forced into the 


P — g 


INSULATING -CONCRETE 


ZONOLITE 
CONCRETE OVER PAPER- 
BACKED WIRE MESH 


Combine żwo operations in one on your next 
roof deck by building insulation right into 
the roof itself. Zonolite concrete combines 
roof deck and insulation in one operation, 
permitting major savings in time and labor. 
Made with lightweight Zonolite vermiculite 
aggregate, this insulating concrete contains 
millions of tiny air cells which offer tremen- 
dous resistance to the passage of heat and 
sound. Zonolite concrete weighs between 25 
and 35 lbs., or only about % as much as 


over fiber or 
gypsum board 
forms. 


Write today. 
Dept. AF-41 


Member of Vermiculite Institute 
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With ZONOLITE® Insulating Concrete! 


Zonolite concrete 


ZONOLITE COMPAN 


ae ee ee ee 


ZONOLITE COMPANY, Dept. MB-41 
135 S. LaSalle St., Chicago 3, Ill. 


Please rush me booklet CA-5 on the use of Zonolite, 
Insulating Concrete for structural roof decks. 


Lil 

I 

i 
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Construction details of the 
H. L. Green Dept. Store roof 
in Columbus, Ohio. Paper 
backed wire mesh was laid 
A ; across the structural members 
5 > and 3” of Zonolite vermicu- 
À lite concrete poured over it. 
No other reinforcing was 
required. 
e e e e 
Build Lightweight Lifetime Roofs 
sand-and-gravel concrete. This amazing sav- 


ing in weight makes possible additional 
economies in structural steel and other criti- 
cal materials. Equally important, Zonolite 
roofs are unaffected by water, vermin, fungus, 
heat or fire . . . once installed they last the 
life of the building. 


WRITE TODAY FOR DETAILS on Zonolite 
Insulating Concrete for better, longer last- 
ing, lower-cost insulated roof decks. 


Many ways to build short span roofs with Zonolite 


Zonolite 
Insulating 
Concrete over 
high ribbed 
metal lath. 


135 S. LaSalle St. 
Chicago 3, Ill. 


large stack, 

The entire hot area is supplied with condi- 
tioned air kept at 70° in winter with 35% rela- 
tive humidity, and from 72 to 80° in summer with 
50% relative humidity. A 200 ton centrifugal 
compressor provides chilled water for air cooling. 

One unit delivers 15,500 cfm to the big room 
in general and a second unit delivers approxi- 
mately 5,000 cfm to four zones within the room: 

A. Semi-hot cells (1,500 cfm), tube room 

(100) 

B. Corridor of semi-hot cells (1,200) 

C. Four dismantling & repair rooms, plus hot 

storage room (1,020 total) 

D. Decontamination area (1,200) 

Hot cells: when hot cells are in operation, 30 
cfm are drawn in from the room and are ex- 
hausted into a 4” stainless steel drain and drawn 
to caustic scrubber towers where radio-active 
iodine is removed and acid gasses are neutralized. 
This air then is drawn through the stainless steel 
pipe and exhausted through the large stack. 

Semi-hot cells: these caves or benches have a 
double exhaust system. Most of the air is drawn 
from each cell at a rate of 1,200 cfm over the 
hood by a 2 h.p. centrifugal blower in a fan cor- 
ridor along the back. Air is filtered and dis- 
charged into the non-acid duct. The second sys- 
tem takes 40 cfm through a 3” stainless steel 
drain into which equipment vent lines are run. 
This draws off the hottest air from the table. 
This air tends to be the most contaminated and 
is scrubbed, filtered and treated as air from the 
hot cells. 

Semi-works area: in this open area there are 
eight stations for setting up apparatus. Each is 
complete with utilities, several drains and two 
exhaust ducts. Like the semi-hot cells, each can 
exhaust 1,200 cfm of non-acid air that is put 
through filters, and a second exhaust system takes 
care of acid air carried off through a 4” stainless 
steel duct. 

Dismantling and decontamination rooms: these 
several rooms are ventilated through the non-acid 
system, 

Waste treatment area: is under the floor and is 
supplied with 3,700 cfm of unconditioned air 
which is kept at 70° in winter and outdoor tem- 
peratures in summer. It is drawn through the 
tank cells from the coldest to the hottest areas 
and most goes into the non-acid system. All the 
tanks and most of the drain lines are exhausted 
through the scrubber towers into the acid system. 

In the fan house at the base of the large stack 
is a 50 kw emergency gasoline engine generator 
that could supply power to fans during a power 
failure. 


What it cost 


Total cost of the hot lab complex with its ex- 
tensive plumbing, tank farm, exterior fan house 
and other auxiliary equipment was $2.7 million. 
This amounts to $77 per sq. ft. for the 35,200 
sq. ft. of usable floor space. Typical analytical 
laboratories cost around $35 per sq. ft. and the 
difference is a measure of the complexity of the 
Brookhaven structure. 


Here’s the new TR A n z CenTraVac 


...it’s more than a compressor! 


Now... for the first time... Trane 
makes centrifugal refrigeration 
available for the all-important 45- 
to 190-ton range. 


Complete centrifugal refrigeration unit 
cuts costs four ways 


The CenTraVac is a new kind of centrifugal . . . 
hermetically sealed direct drive . . . with stable 
operation from 100% down to 10% of rated capac- 
ity ... with efficient operation on reduced loads. 


Power Saved on Reduced Loads! 


CenTraVac has built-in capacity control. Horse- 
power saving runs parallel to capacity reduction 
over wide operating range. Owner pays only for 
chilled water actually used. 


Simplified Installation Slashes Costs! 


Compact, lightweight, vibration-free CenTraVac 
can be mounted anywhere from basement to pent- 
house without special foundation. One hermetically 
sealed unit is a complete chilled water refrigeration 
system. One wiring job—one set of connections—one 
system of controls. 


Less Maintenance Time and Expense! 


Designed to run without special attention, Cen- 
TraVacs are simple to turn on or off—or may be run 


continuously season after season. Unit has only two 
main bearings, force-feed oiled; direct connected 
water-cooled motor in hermetically sealed compres- 
sor eliminates gear boxes, shaft seals and similar 
devices, resulting in a machine that minimizes 
maintenance time and expense. 


High Efficiency Means 
Low Cost Cooling! 


CenTraVacs are designed to deliver over a ton of 
refrigeration per horsepower. Efficient on small as 
well as large jobs. Five models—45 through 190 tons. 


TRANE 


THE TRANE COMPANY, LA CROSSE, WISCONSIN 
EASTERN MFG. DIVISION SCRANTON, PA. 
TRANE COMPANY OF CANADA, LTD. TORONTO 


MANUFACTURING ENGINEERS OF HEATING AND AIR CONDITIONING EQUIPMENT © OFFICES IN 80 CITIES 


New, 1951 S. C. Air Conditioner packs more cool- 
ing in less space. See Bulletin S-362. 


Brand-New, All-New Trane Reciprocating Com- 
pressors and Condensing Units . . . Trane-de- 
signed and Trane-built, 10 to 50 tons, for higher 
efficiency . . . smoother running . . . longer life. 
Bulletin DS-361. 


Ask the Trane representative 
in your area—or write The 
Trane Company, La Crosse, 
Wis., for Bulletin S-399. 
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Apartments in Glendale, Calif. 
Owner: Melrose Development 
Corporation. Architect & Builder: 
Causey & Rhodes, Glendale, Calif. 


The high durability and low maintenance cost of Lupton 
Metal Windows mean more today than ever before. Lupton 
Windows are built to last. Sturdy metal frames are precision- 
built at every point — cannot warp, swell or shrink. 


Slim-frame Lupton Metal Windows harmonize with con- 
temporary or traditional design. Provide abundant daylighting, 
controlled draftless ventilation. Lupton Casements have ex- 
tended hinges to permit cleaning both sides of glass from 
inside the room. 


See the complete Lupton line for residential, institutional, 
commercial, and industrial work in Sweet’s Architectural File. 
Or write for 1951 Catalog. 


MICHAEL FLYNN MANUFACTURING CO. 
700 East Godfrey Avenue, Philadelphia 24, Penna. 


Member of the Metal Window Institute and 
Aluminum Window Manufacturers Association 


LU PLON 
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Take this short cut to Improved Lighting Layouts 


%5 oe 


Q. 


LIGHTING 
CONTRACTOR 


o, SYLVAN IA $ 


- Call the Qualified Lighting 
Contractor who shows this sign 


Want to by-pass a lot of lighting figure work? Want to eliminate 
a heap of tedious technical detail? 


Here’s how: simply call a Qualified Lighting Contractor. Show 
him your rough designs and let him work out your ideal solution. 


SAVE TIME...PLEASE CLIENTS 


A first-class lighting contractor can help you best because he is 
conversant with the latest lighting practices, and equipped with 
the latest lighting tools and techniques. You can be sure his 
plans will save your time and win your clients’ approvals. 


QUALITY FIXTURES PLUS QUALITY SERVICE 


For the finest in fixtures plus the finest in service, call the Light- 
ing Contractor who displays the sign shown here. You'll get 
Sylvania Fluorescent Fixtures . . . famous for durability, effi. 
ciency, and good looks. 


Sylvania’s complete lighting fixture guarantee covers every 
tube, ballast, and part ... for one entire year. Ask for the details! 


So, for a real lighting lift, call your Qualified Lighting Con- 
tractor... the one who shows the Authorized Sylvania Sales 
and Service sign. Meantime, for full information about Sylvania 
Fluorescent Fixtures, mail the coupon NOW! 


CL-242 r=- 


Sylvania Electric Products Inc, 
Dept. L-5104, 1740 Broadway 


This versatile Sylvania l 
Fixture is ideal for class- l l 
rooms, offices, and stores. | New York 19, N. Me A r 
Four feet long; equipped | Please send me illustrated literature describ- 
with two 40-watt Syl- | ing the full line of Sylvania Fluorescent 
l 
| 
l 
l 


P Fixtures. 
vania Fluorescent tubes. ‘| 


Mail the coupon for full 
information. 


Name. 
Street. 
Cify__._£ ___ Zone___State. 


ae 


PRODUCT NEWS 


DREYFUSS’ LAVATORY takes New York Archi- 
tectural League’s Gold Medal Award. 


Most manufacturers have a basic mistrust of pub- 
lic fancy not easily reconciled with expensive 
tooling-up procedures for new designs. Those 
who make products for the insides of buildings 
—accessories such as lighting fixtures, floor cov- 
erings and storage cabinets which become insepa- 
rable from the architecture—need and deserve 


encouragement from the building industry. The 
N. Y. Architectural League is doing its 1951 


WASCO SHOWER PANS 


as used in El Panama 
itera zm - a a ORM 


“ WASCOLIT 
Plexiglas DOME SKYLIGHT UNIT 


WASCO FLASHING 
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Naturally, you'll find a 
WASCO product in El Panama! 


SHOWER PANS* 


Installed in El Panama...cut to specifications at the 
factory and shipped to the job in one-piece roll form. 
Turn up the sides, crease the corners and cut the drain 
holes. QUICKLY AND EASILY INSTALLED! 


COPPER-FABRIC FLASHING* 


Also arrives on the job cut to required sizes, eliminating 
waste. Combines the durability of copper and the bonding 
qualities of fabric in one easy-to-handle material. Provides 
permanent leak protection with great savings in material 
and labor costs. QUICKLY, EASILY APPLIED! 


* Pure electro-sheet copper with asphalt-impregnated fabric 
bonded on both sides. 


AND NOW...PRE-FABRICATED 
Plexiglas DOME SKYLIGHT UNITS 


Ready to drop in place... sparkling new WASCOLITES 
are the last word in modern efficient skylighting. Clear 
Beauty inside and out and 62% MORE LIGHT, according 
to actual tests. INSTALLED IN A MATTER OF MINUTES! 


Write for our A. I. A. folders. 
COMPANY: CAMBRIOGE-MASS. 
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lavatory may be set flush with a counter, used on 


top of a cabinet or braced over two slender legs. 


back-patting with a Gold Medal Award to pioneer 
industrial designer Henry Dreyfuss for his Cri- 
terion lavatory made by the Crane Co., and with 
honorable mentions to the Thru-Vu Blind Co. for 
Henry Wright’s vertical blinds, to Herman Miller 
Co. for George Nelson’s built-in furniture, to 
American Central Div. of Avco Mfg. Corp. for 
Raymond Loewy’s kitchen cabinets and to Uni- 
versal Corp. for the Select-A-Range flexible 
cooking facilities, and to Chambers Corp. for 
its built-in range and oven. 

Philip Johnson (Director of Architecture and 
Design for the Museum of Modern Art and chair- 
man of the award jury) called the N. Y. Archi- 
tectural League’s new annual award category 
“Architects’ specifiables.” Supplanting the prize 
in Arts and Crafts the new classification is known 
officially as Industrial Products Designed for 
Architecture. To select winners, the award jury 
explored every construction item from wall cov- 
erings to the kitchen sink. These are the prod- 
ucts for which an architect has to rely on manu- 
facturers’ design sense and discretion, All he can 
do is pick from catalogues and showrooms and, 
frequently, only “suggest” and bite his lip while 
his client does the actual choosing. Yet once in 
the home, office, or store, these built-in items be- 
come indigenous with the structure. 

Presenting the first prize, Johnson said that 
the Criterion lavatory had “an extremely subtle 
sense of design,” and that it represented “the 
first radical change in bathroom fixture design 
in almost 50 years.” Dreyfuss, in accepting the 
medal, felt that “both architecture and industrial 
design must recognize the importance of design- 
ing things for people to use. . . . The designer 
is successful only if the product makes people 
safe, more comfortable, more desirous of pur- 
chase, more efficient or just plain happier.” 

The lavatory itself is a practical bathroom 
accouterment. Rectangular in line, it can be 
set in a counter top, can be placed over a clothes 
hamper and even can stand handsomely against 
the wall on two thin tubular legs. It measures 

(Continued on page 216) 
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TOT) How to cut maintenance 
‘TL Overhead 


Ja epee eect I 
# Best bet for industrial and commercial heating in- 


stallations is the unit heater you can specify on 
the basis of least maintenance. Thats where your 
client looks for long-range economy and lasting 
satisfaction. 


Tell him of the trouble-free operation of Bryant 
Gas Unit Heaters | . . how their specifically de- 
signed unit heater controls eliminate failures . . . 
Bryant Model 322 Unit Heater (a 4 how proper heat exchanger design prevents burnouts 
Ts, Sb vessi Bin yor hanes bea ` and squeezes a maximum of heat from every dollar’s 
7 worth of fuel . . . how simple, time-saving instal- 
lation of these Bryants meets his needs for comfort 


heating that’s quick, automatic and without waste. 


And, once installed, he can count on these Bryant 
Unit Heaters to require fewer service calls . . . less 
trouble overhead. These advantages mean savings 
for him . . . no headaches for you. 


For a more complete story, contact the Bryant 
Distributor nearest you or write direct. Bryant 
Heater Division, Dept. 101, Affiliated Gas Equip- 
ment, Inc., 17825 St. Clair Ave., Cleveland 10, O. 


Let the pup be furnace man 
«.. and water boy, tool 


. AUTOMATIC HEATING 


3 


r single source of supply for everything in gas heating 


equipment! 
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Add to the beauty —— 


protect it permanently! 


Residence of E. L. Kaylor, Saginaw, Michigan. Architect: Glenn M. Beach, Saginaw, Mich. Roofing Contractor: 
MacArthur Roofing and Sheet Metal Company, Saginaw, Mich. Roofing: "Century" No. 5 Shingles, Surf Green. 


Specify "Century" ASBESTOS-CEMENT ROOFING SHINGLES 


Colors to harmonize with 
every architectural scheme 


Attractive roofing of stone-like durability ! 
“Century” Asbestos-Cement Roofing Shingles add 
to the beauty of any structure—protect it against 
weather; are not affected by termites; will not rust 
or rot. And, being entirely mineral by nature, they 
cannot burn—are eligible for lowest fire insurance 
rates...a point any home owner appreciates! 


About the ‘Century” Shingles 
on the above residence... 


“Century” Asbestos-Cement No. 5 Shingles. American 
method appearance; random-width, thatched butt 
design. Application cost is low—each unit covers 
more than 1 sq. ft. of exposed area; 90 shingles 
per square; 2 nails per shingle; self-aligning. Give 
complete weather protection on roof pitches as low 
as 4” rise per foot. 
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The eye-pleasing color selection is another ‘‘owner 
pleaser.” ‘‘Century’’ Roofing Shingles are available 
in Spanish Red, Surf Green, Gray Duoface, and 
Black. These are “built in”? colors—won’t weather 
out; won’t fade—don’t ever need painting to pre- 
serve their beauty. 


Attractive and durable—economical, too! “Century” 
Roofing Shingles are moderately priced; are spe- 
cially designed for quick, easy application. 


Get the complete story of the many advantages 
of “Century” Asbestos-Cement Roofing Shingles. 
Write us for complete information and application 
à data on all styles of shingles for residential and 
commercial uses. You’ll receive a prompt reply! 


Oniginal manufacturers of 
hiin Cement Shingles in this country 


EASBEY & MATTISON 


COMPANY -AMBLER- PENNSYLVANIA 


(Advertisement ) 


PREFERENCE FOR OAK BY 852 of all prospective 


home owners is based on these sound reasons: 


e Durability—no other floor can withstand the weight of furniture 
and bear up under constant foot traffic as well as Oak Flooring. 


AMAN 


S Ahn n 
AMAA ANAA: Pan pera ey ea an 


ater eat e Economy—no other floor retains its original beauty with a minimum 
of reconditioning as well as life-lasting Oak Flooring. 


e “Healthfulness”—Oak has high insulating qualities that help keep 


rooms cool in summer, warm in winter. 


e Ease of Maintenance—Oak can be kept clean and glistening with a 
few strokes of a dust mop—no special equipment or preparations needed. 


e Adaptability—Oak is the only flooring that can be used in every 
type of house, with every style of decorating and with every period 
of furnishings. 


e Beauty—Oak is the only flooring that has nature-given color and 
graining. Oak goes well with any color scheme. 


Only Oak can provide these six features for home owners. That is 


USE OAK: for low-cost homes 
why 85% of all prospective home owners want oak in their next home. 


USE OAK: for medium-priced homes 
USE OAK: for apartments OAK IS THE FLOORING THAT HAS EVERYTHING EVERYONE WANTS 


USE OAK: for luxury homes 


There is a aL trend to show more Oak... Elizabeth Whitney, A.I.D., Decorator. Photo, Hedrich-Blessing 


vy) 


= 
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WINDOWALL specified by Humphrey & Hardenbergh, Inc., Architects 


COMPLETE WOOD WINDOW UNITS 


OPERATING WALLS of Andersen Gliding Window 
Units give extra meaning to the architect’s open plan- 
ning of this dining area. For each window opens. 

These are WINDOWALLS . . . windows that admit pleas- 
ant breezes in addition to a view and a flood of light... 
walls that keep unpleasant weather from disturbing the 
owner’s comfort. Hundreds of combinations are possible 


Gundersen 


with these beautiful wood window units—combinations 
which give real satisfaction to both architect and client. 


See Detail Catalogin Sweet’s Architectural and Builders’ 
Files, or write us for further information. The complete 
WINDOWALLS Tracing Detail File will be sent on request 
to architects and designers at no charge. Andersen 


WINDOWALLS are sold by lumber and millwork dealers. 


*TRADEMARK OF ANDERSEN CORPORATION 
oe 


BAYPORT +» MINNESOTA 
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You have a right to be proud of those modern 
houses you are designing, but what about the 
basements? Do they have beautiful walls and 
floors? Do they contain waterproofed cements 
that assure a dry basement for years to come? 
Yes, within your hands lies the possibility of 
creating beautiful, dry basements for home 
owners . , . basements that will thrill them as 
they see the possibilities of a lovely recreation 
room ...a bright laundry ... or a playroom! 


The cost is much less than you would expect. 
Simply specify Medusa Portland Cement Paint 


228 N. LaSalle St. 
Chicago 1, Ill. 


1000 Midland Bldg. 
Cleveland 15, Ohio 


PROUD of the house BUT 
what about the basement ? 


135 W. Wells St. 
Milwaukee, Wis. 


for the walls. Made by the cement company 
that first developed and patented cement paint, 
this superb masonry paint when properly 
applied is renowned for its beautiful, non- 
peeling finish. For the concrete floors, specify 
Medusa Rubber Base Paint, the paint that 
“bounces off weat” and stays new indefinitely. 
And above all, recommend Medusa Water- 
proofed Cements, gray or white, or Medusa 
Waterproofing Paste or Powder for all con- 
crete and mortar work. You will be proud of 
the results. For details on Medusa products for 
basements, contact your nearest sales office. 


WHITE 


JATLAND CEMENT | 


” 


230 Park Ave. 
New York 17, N.Y. 


RODUC 


1844 Oliver Bldg. 
Pittsburgh 22, Pa. 


Toledo, Ohio 


wo 


1307 Toledo Trust Bldg. 


25 N. George St. 
York, Pa. 


PRODUCT NEWS 


30” wide and 20” deep and costs about $130 in 
white, $165 in any of eight colors: pale jade, 
citrus yellow, shell pink, ivory, sun tan, French 
gray, sky blue and Persian red. Perfectionists 
might make a few criticisms of the lavatory: Its 
jewel-like fluted plastic and brushed chrome 
knobs could not be regulated as easily as the old 
swing type handles. A woman might complain 
that a shampoo spray hose could not be connected 
to the bold square faucet and that it was harder to 
clean the rectangular bowl than an oval one. On 
the credit side, whatever toiletry item was placed 
on the nice wide flat ledge would surely stay 
there and not roll into the basin or off to the floor. 
Manufacturer: Crane Co., 836 S. Michigan Ave., 
Chicago 5, Ill. 


INFRA-RED STOVE LAMP cooks foods uni- 
formly through tempered glass disc. 


Let Us Send You This 
New Complete Data on 


KINNEAR ROLLING DOORS 


Your free copy of this brand new book brings you full, up-to- 
date details on all types of upward-acting doors for every need— 
including specifications on door sizes, headroom requirements, 
opening preparation, and so on. It shows you how and why the 
space-saving upward action of Kinnear Doors gives you highest 
efficiency at every opening. 500 and a 750 w. fla 

In addition to the rugged, all-metal Kinnear Rolling Door— le tea keart 
featuring the famous: Kinnear-originated ‘‘curtain’’ of interlocking meni, a = MPA : 
slats—it presents other Kinnear, upward-acting doors. These in- settings correspond to those of standard electric 


A new heating unit for electric ranges, Sylvania’s 
1250 w. infra-red lamp gives instant uniform heat. 
Set in a reflector and 
covered with a tough 
heat resistant glass plate, 
the lamp is said to cook 
small quantities of food 
rapidly and larger 
amounts at the same rate 
as a coil unit. It has a 


clude the sectional-type Kinnear RoL-TOP Doors (wood or all- 
metal), Kinnear Bi-Fold Doors (wood or all-metal), featuring two 
sections that ‘‘jacknife’’ upward and out.of the way, and Kinnear 


stoves for 115 and 230 V. The lamp is supported 
by three flanges on a metal reflector which rests 
on a ring. Its flat glass cover plate is completely 


Steel Rolling Fire Doors, the interlocking slat doors with special 
features for maximum fire safety. Kinnear Steel Rolling Grilles for 
protection that does not block light, air, vision, or sound are 
also shown. Write for this new Kinnear Catalog today! 


KINNEAR 


7 ROLLING DOORS 


resistant to thermal shock: an ice cube placed on 
its heated surface will not crack the glass. The 
specially processed glass has a melting point 
higher than iron, and only a sharp blow will 
break it. The plate is colored red and glows in 


i i 


roportion to the operating temperature of the 
GANHEWAYS r. \ i Qe lamp below, giving the psychological effect of 
por Ways \ ON \R Soe ee = Hi various degrees of heat. Just off Sylvania’s as- 
I x Mae \ : l sembly lines, the lamps have not yet been incor- 
porated into an electric range or built-in counter- 
top unit (for which their clean appearance and 
easy-to-wipe glass surfaces seem ideally suited). 
At present, consumers who have electric ranges 
can purchase the lamps as conversion units at 
about $10 each. 


Manufacturer: Sylvania Electric Products, Inc., 
1740 Broadway, New York 19, N, Y. 
(Continued on page 222) 


1742 Yosemite Ave., San Francisco 24, Calif. 


216 architectural FORUM april 1951 


Automatic 


aa ~~ eny-GoKowid, cone CABINET 


exclusive with GENEVA 


x You would expect this unique idea to 
E Mps Pins: originate with GENEVA...yet it is only 
one of the many unusual features of the 
GENEVA line. Others include - “whisper- 
quiet” doors, painted inside as well as out 
... smooth gliding, nylon roller mounted 
drawers...and mar proof, baked on 
enamel finish. GENEVA’s 84 individual 
cabinet sizes make it possible to design 
GENEVA custom kitchens to fit any room 
dimensions. Remember GENEVA Kitchens 
add greatly to the value... little to the 
cost. See Sweets Catalog for details. 


GENEVA MODERN KITCHENS 
(Dept. MB4-1) Geneva, Illinois 


Gé 


T Ys 


KITCHENS 


— A i 


New Automatic 
“Merry-Go-Round” Cabinet 
A slight touch—and door 
and shelves revolve. Remove 


what you want, then forget This advertisement appears in the April issue of BETTER HOMES AND GAR- 
it—door closes automatically. DENS and HOUSE BEAUTIFUL, and the June issue of LIVING MAGAZINE 


Factory-assembled to precision standards, 


Pittsburgh Doorways save time and money 


@ Every detail in the fabrication of Pittsburgh Door- 
ways is marked by quality, precision manufacture 


And Pittsburgh’s experienced craftsmen use special 
checking gauges to assure positive accuracy of all 
dimensions. This eliminates time-wasting calcula- 
tions, as well as costly fitting, locating and fabricating 
details at the site. All you do is unpack the frame and 
bolt it into the building opening. 

When you consider these facts and view your door- 
way requirements from the standpoint of total-installed 
cost, instead of just the list price—your logical con- 
clusion will be: “Pittsburgh Doorways every time!” 

Why not send for our free booklet? It contains full 
details on these outstanding Pittsburgh Doorways. 
Write today to Pittsburgh Plate Glass Company, 2097-1 
Grant Building, Pittsburgh 19, Pa. 


Saree Ti Mem = ae 
STURDILY-BUILT transom brackets (as por Sc ei oes rar y z 
show Here) suppeihboihiihe Fan aivot rchitects: Solomon Kaplan & J. Joshua Fish, Philadelphia, Pa. 


bearing of the Herculite Door and the 


Herculite transom glass, Without transom 2 
bar, they afford the maximum in open- 
vision, giving full view from floor to G r } ] (} 


ceiling. Standard frames may be modi- 
fied at the factory to include transom 


brackets instead of transom bars, i DOO RWAYS 


y 


PAINTS + GLASS + CHEMICALS + BRUSHES >- PLASTICS 


PITTSBURGH PLATE GLASS COMPANY 
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Baltimore’s Giant New 


riendship International Airpor 


pej CELOTEX ROOF INSULATION 


e 


Terminal 
Building 


View of 
“Friendships” 


Designed to serve the entire Baltimore-Washington-Annapolis re- 
gion, Friendship International Airport boasts one of the largest, 
most modern terminal buildings in all the world. Only the finest 
materials were specified for this huge structure. And naturally, 
among these was Celotex Roof Insulation. 

Consulting Engineers: Whitman Requardt-Greiner Co. & Associates, Bal- 


timore, Md. General Contractor: Consolidated Engineering Co., Inc., Bal- 
timore. Roofing Contractor: Lloyd E. Mitchell, Inc., Baltimore. 69,000 sq. 


ft. of 2” Celotex Roof Insulation used. 


Actual performance on the job... over a long 
period of years. That’s the one, the only true test 
of roof insulation! And no other brand can chal- 
lenge the JoB-PROVED record set by Celotex Roof 
Insulation. A record for top quality, long service, 
true economy ... through over a quarter century 
of actual use in all types of installations, all over 
the country! 

Celotex Roof Insulation is low in initial cost, 
easy to handle, exceptionally durable. Helps as- 
sure a superior, long-lasting roof that requires 
less maintenance. Preferred by roofers because 
it resists damage from job handling—is quickly 
applied. 

So don’t take chances with unproved mate- 
rials. For complete satisfaction, always specify 
genuine Celotex Roof Insulation! There’s a type 
to meet every job requirement. Write today for 
application specifications. The Celotex Corpora- 
tion, Dept. MB-41 Chicago 3, Illinois. 


== 
It pays to specify genuine C ELOT EX roof insulation 


REG. U. S. PAT. OFF, 


Only Celotex Roof Insulation 
offers all these advantages 


i. High Insulating Efficiency means greater comfort the year 
’round, plus reduced heating and air conditioning costs. 


2. Low in Cost: both initial and applied. 


3. Quick to Apply: installed with less time, work and cost be- 
cause it’s light and easy to handle. Strong and rigid—doesn’t 
have to be “‘babied” on the job. 


4. Provides Excellent Bond for hot mopped roofing felts of 
either the asphalt or coal tar pitch type. 


5. Durable, Long-Lasting. It is the only roof insulation made 
of long, tough Louisiana cane fibres—and protected by the 
exclusive (patented) Ferox® Process against dry rot, fungus 
and termites. 


’ | . . 
There’s a type of Celotex Roof Insulation for every job 
REGULAR — for efficient insulation at lowest cost. 


PRESEAL—with asphalt coating for extra moisture protection. 
Has a conductivity “k” of 0.33 Btu before coating. 


PRESEAL “30’—with asphalt coating; special low density core; 
guaranteed 0.30 conductance before coating for nominal 1” 
thick material. 


VAPOR-SEAL— with asphalt coating; guaranteed 0.30 Btu con- 
ductance before coating for nominal 1” thick material. Pat- 
ented recessed edges form channels which help prevent roof 
blisters by equalizing pressure of air trapped under roofing, 


THE CELOTEX CORPORATION è> CHICAGO 3, ILLINOIS 
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in SIOUX CITY AUDITORIUM 


Shown here, the Crane Norwich lavatory and Expedio urinal. 
Both of vitreous china with design features that promote max- 


imum sanitation and low maintenance. Consult your Crane 
Branch or Crane Wholesaler. 


K. E. WESTERLIND, Sioux City, lowa 
ARCHITECT 


i 
AUDITORIUM CONSTRUCTORS, Sioux City, lowa 
GENERAL CONTRACTOR 


V. J. HAGAN CO., INC., Sioux City, lowa 
PLUMBING AND HEATING CONTRACTOR 


CRANE CO., GENERAL OFFICES: 
836 S. MICHIGAN AVE., CHICAGO 5 


VALVES + FITTINGS + PIPE 
“PLUMBING AND HEATING 
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*The quality group of door manufac- 

turers is comprised of mills inspected 
regularly by the Fir Door Institute 
inspection service. This service is a 
check on quality completely indepen- 
dent of individual mill supervision. 
The doors produced by these manu- 
facturers carry F DI grademarks: 


Acme Door Corporation 
Hoquiam, Wash. 


Buffelen Manufacturing Company 
Tacoma, Wash. 


Cruver Door Company 
Anacortes, Wash. 


Klamath Door Company 
Klamath Falls, Ore. 


M and M Wood Working Company 
Portland, Ore. 


E. A. Nord Co., Inc. 
Everett, Wash. 


Puget Sound Manufacturing Co. 
Tacoma, Wash. 


Robinson Plywood & Timber Co. 
Everett, Wash. 


Simpson Logging Company 
Seattle, Wash. 


Vancouver Door Company 
Montesano, Wash. 


The Wheeler Osgood Company 


Tacoma, Wash. 


A Wide Selection 


... Plus 5 Quality Grades 
for Every Building Need 


Small cottage or stately mansion... office, hotel or commer- 
cial building . . . there’s a quality-manufactured* Douglas 
Fir door for every conceivable building requirement. 


FDI-Inspected doors are produced in 36 interior door 
designs, 21 entrance door designs, several garage door designs 
...in a wide range of styles, sizes and grades. Architect- 
designed for beauty... precision engineered for perfect align- 
ment...perfect balance... perfect performance—doors bearing 
the FDI hallmark of quality are manufactured and inspected in 
strict accord with rigid Department of Commerce standards. 


Small wonder six out ten doors specified for America’s 
residences are Douglas Fir doors. 


Demand these FDI official stamps Fir Door Institute 


on every Douglas Fir, Western 
Hemlock, or Sitka Spruce door you 
buy. These FDI grade-marks certify 
that doors so marked meet quality 
Commercial Standards CS73-48 or 
CS91-41—and have been officially 
inspected by the Fir Door Institute. 
At buyer’s request, doors marked 
by FDI stamps will be covered by 
notarized Certificate of Inspection. 


Tacoma 2, Washington 


PRODUCT NEWS 


PRECAST ROOF TILE provides 
sound-absorptive ceiling, 


insulation, 


Made with vermiculite processed aggregate, Zon- 
atile short span, concrete tile is an economical in- 
sulating roof deck for industrial and commercial 
buildings. Cast in blocks 36” long, 18” wide and 
3” thick, this noncombustible material weighs 
about 10% lbs. per sq. ft. and has a K factor of 
.79. Its underside serves as a finished acoustical 
ceiling. Reinforced with galvanized welded wire 


NOW AVAILABLE— O/BRIEN 


Handy, pocket size. Full-page 6” x 3” 
swatches, split for easy comparison. 


THE O’BRIEN CORPORATION, Dept. A-4 
South Bend 21, Indiana 


Rush my copy of new O’Brien Color Manual for which I 
enclose $1.75. 


Name. 


Address. 


@eeeeeeseeoeeeeoeeeeneeeeeee0eeeeee88 
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Selected to harmonize with 1951 fabrics, 
draperies, floor coverings! 


Send for your copy of the new O’Brien Color Manual 
—or call your O’Brien dealer, today! Presents a full 
range of over 100 authentic, up-to-the-minute colors, de- 
veloped by O’Brien Color Stylists, working with 

leading color authorities! Simple! Easy to use! Ends color 
matching headaches! Complete mixing instructions, 
where needed, assure exact color you specify. Use 
O’Brien Colors of 1951 this year for beautiful inter- 
iors. All colors made with O’Brien’s Liquid 

Velvet, America’s Most Washable flat: most colors, 
with Satin Finish and Interior Gloss. The 

O’Brien Corp., South Bend, Ind.; Baltimore, Md. 


See full-page, full color O'BRIEN COLORS OF 1951 ad in April, Better Homes & Gardens, House Beautiful, Living. 


Installed with either standard structural members 
or subpurlins and rail sections, this lightweight 
roof decking is economical, easy to set in place. 


PAINTS 


TOP QUALITY SINCE 1875 


SS 


mesh, it can carry a total load of 50 Ib. per sq. ft. 
The installed cost—about 60 cents per sq. ft.—is 
said to be less than poured gypsum. Used with 
subpurlins and rail sections (made by the Buf- 
falo Steel Co., Tonawanda, N. Y.), the light- 
weight tile is spaced evenly on the subpurlins 


and the sides butted tightly together. Where 
ridges, valleys, etc. are involved, the tile is easily 
cut to fit and grouted in place. The grout (a 
mixture of molding plaster and vermiculite 
plaster aggregate) is applied to all joints at ends 
of the tile over subpurlins. Zonatile can also be 
used with standard structural members. A metal 
clip for anchoring the material in either type of 
application is provided by the manufacturer. 


Manufacturer: Zonatile Div., Southern Zonolite 
Co., Candler Bldg., Atlanta 3, Ga. 


FORM TIES with built-in spreader require no 
tightening, 


Preformed to exact size, Gates ties for concrete 
foundation forms do not have to be tightened by 
wedges, bolts or twisting. Continuous steel rod 
(salvageable after each 
job) secured by these 
ties hold the forms in 
position. In the Gates 
system the strength of 
the form is not depen- 
dent on the waler but in- || 
stead on the ties which 
take the pressure of the 
concrete and distribute 
it to the rods. A single 
waler is all that is re- 
quired at each rod since 
it has but one function— 
holding the wall straight. 
The only strain imposed 
on it is the initial thrust of the concrete being 
poured. The ties are made of 11 gauge galvan- 
ized wire in 1%” sizes from 5” up. They are 
priced at about $10 per 100. Either plywood 
panels or sheathing can be used for the forms. 


-S 


The simplicity of erection is claimed to afford 
substantial savings in materials, labor and strip- 
ping time. 


Manufacturer: Concrete Form Tie Div., Gates 
& Sons, Inc., 80 Galapago, Denver 9, Colo. 
(Cont:nued on page 228) 


aliSWer 
all 


important 
question 


Whenever you design a building there is one question you always 
consider: Is this building and its contents adequately protected from fire? 

“Fire and Your Business” can help you answer this important question. It 
shows you how, and why a Viking Sprinkler can make your buildings infinitely 
safer from fire loss. In addition it shows how new Viking developments have 
eliminated the penalties formerly inflicted on interior design by sprinkler systems 
— maintaining the beauty and symmetry of the most care-designed interior. “Fire 
and Your Business” gives you valuable information on all types of sprinkler sys- 
tems and their application. It will show you how well equipped Viking engineers, 
strategically located throughout the country, are available to work with you and 
follow thru to make properly engineered installations quickly and economically. 

And remember this important point: Your clients will appreciate your far- 
sightedness when you show them how your Viking equipped building cuts fire 
protection costs as much as fifty to ninety per cent. 

All Viking Devices approved by Underwriters’ Laboratories and Factory 


Mutual Laboratories. 


To receive your copy write today. 


DON’T GAMBLE WITH FIRE — THE ODDS ARE AGAINST YOU! 


(KING corporation 


OFFICES IN PRINCIPAL CITIES 


Famous Contractors Approve when 


The THORO System Products 


peci A 
Here’s what John F. Templin, 


outstanding General Contractor, 
Lakeland, Florida, has to say... 


Showing 1 of 18 buildings constructed for Laketand's 
Florida Southern College. All with Thoroseal on ex- 
terior surfaces. John F. Templin, General Contractor. 


: ronga products: 
T 
gle. Penna i 


Thoroseal Protection, Architect, Frank Lloyd 
Wright. -General Contractor, John F. Templin. 


famous Thoro System Products. For over 39 years, these 
materials have been given a rugged test that shows them 
tops on most home builder's programs.” 


“Weathering the elements of Florida has been a con- “The range of colors and the lasting brilliance of Thoro- 
tinuous battle for years for most contractors in a climate seal and Quickseal makes them a number one sales 
of heavy rains, boiling sun and hurricane winds. That's feature for the contractor who emphasizes quality at 
why you'll find leading builders recommending the minimum cost.” 


39 YEARS OF SOUND BUSINESS REPUTATION 


EXPERIENCE; in the preparation of materials for masonry With THORO System Products, the designer secures 
protection and maintenance,— in every case means, 100% protection by complete sealing of the surface, 
success or failure! combined with exceptional beauty and color. 


Write today for our new 20 page brochure 17-A and designer’s wall chart. 


Standard Dry Wall Pr 


NEW EAGLE PENNSYLVANIA 
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BUT BALSAM-we 


Every house vibrates . .. and some 

insulations respond by settling or packing down. 

Balsam-Wool® doesn’t. Its felted fibers are bonded 
together. This mat is cemented to the liners... 
double bonded. Securely fastened in place by sturdy 
spacer flanges, Balsam-Wool ‘‘stays put.” Send for 
A. I. A. folder containing application data sheets. 

Wood Conversion Company, Dept. 147-41, 

First National Bank Building, St. Paul 1, Minnesota. 


Sealed Insulation — A Product of Weyerhaeuser 


tha manavina nf RIIIIDNING 593E 
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fer-aifraction 


More and more designers are specifying MICARTA hi-pressure 
plastic laminate—to make stores more attractive, to make kitchens 
more saleable, bathrooms more beautiful. They want, of course, to 
give their clients a top material that really resists attack, that dares 
you to stain, dent, crack, chip or scratch it. They know the wonderful 
quality standards maintained by Westinghouse. And, in addition, they 
are particularly attracted by these remarkable Micarta advantages: 


Micarta’s wonderful Colors and Truwoods 


Micarta offers 42 colors — 16 solid colors, 5 Linens, 7 Foams, 9 
Mother of Pearls and 5 Truwoods — a type to fit any decorative 
scheme. Especially interesting are the unique Decorator Colors, 
9 pastels selected by a panel of the country’s leading architects — 
superlatively smart solid colors, unique in the field. 


Micarta’s exceptionally wide range of sizes offers unusual oppor- 
tunities for economy. Your fabricator can almost always find a size 
from which he can cut with less waste. The 1/16” sheets are available 
in 10 sizes. And now there are four sizes in Micarta Pre-bonded to 
exterior grade Weldwood Plywood — 24” x 96”, 30” x 60”, 30” x 96”, 
48” x 96” in 7%” thickness. These panels can be cut, trimmed and 
installed by any carpenter without-the use of a press. Remember this 
when just replacing a top, designing a built-in table, etc. 


Micarta’s new Pre-bonded-to-plywood Sizes 


Micarta’s true-satin finish and Beautymask 


Typical of Micarta’s extra quality features are its true finishes and 
method of protecting them. Both the satin and glossy finishes are 
built-in, not achieved through brushing or buffing. And, to insure a 
perfect installation, the “Beautymask”, a strong manila sheet, pro- 
tects the finish through shipping, storage and handling. 


Discover MICARTA yourself | 


. 
. 
. 
. 
. 
. 
. 


WESTINGHOUSE 


and sold for decorative purposes only by 
UNITED STATES PLYWOOD CORPORATION and U. S.- MENGEL PLYWOODS, INC. 


226 architectural FORUM april 1951 


ee ae ee ee ee ee ee 


UNITED STATES PLYWOOD CORPORATION MOB-4-51 
55 West 44th Street, New York 18, N. Y. 


Please send me free sample and full information on MICARTA. È 


NAM 


ADDRESS -=n 
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COMPANY. | 


PRINCETON 


AS! diameter 
aluminum dome 


..-another fine example of 


i BS Fate. 
ma a E : z 


verly craftsmanship 


backed by 63 years of experience 


Halstead Observatory at Princeton, New 
Jersey, has anew aluminum dome. Roof- 
ing shown in these two photos is Overly- 
Goodwin Batten Type, with patented joint 
construction that allows for expansion 
and contraction and does not leak. 
Reason for this new installation was 
that the former, 22-gauge steel sheeting— 
placed in service during 1932—had rusted 
out critically at the joints. And the doors 
that slide away from the telescope had 
been leaking. So, with the protection of 
valuable astronomical equipment in mind, 
as well as for the sake of appearance, 


Princeton University found it necessary 
to replace the old steel sheeting. By re- 
roofing with aluminum instead of steel, 
first cost became the only cost! 

E. A. MacMillan, Superintendent of the 
University’s department of grounds and 
buildings, was the designer of the alumi- 
num dome. And Overly was the fabricator 
and erector. Original steel framing was 
utilized. 


See Sweet’s file for exclusive features of 
Overly-Goodwin Batten Type Metal Roof- 
ing, or send for Catalog 8-B. 


OVERLY MANUFACTURING COMPANY, Dept. MB 


GREENSBURG, PA. (Phone Greensburg 154) 
è Sales Representatives in All Principal Cities © 
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PRODUCT NEWS 


SPRAY EQUIPMENT, adaptable for numerous 
materials, priced for small builder. 


Until recently about the only way a small con- 
tractor could afford “shot” concrete was as 
housewives get puffed cereals “shot from guns” 
—packaged—but he could not buy the gun to 
shoot his own. Now, rather than rent pneumatic 
spray equipment and engineering services (a pro- 
cedure practical only for large projects) the 
builder can purchase the machinery and acces- 


ONLY Skylike LIGHTING 


HAS BOTH KINDS OF APPEAL 


Silvered-bowl incandescent advantages 


Modern fluorescent-type appearance 


Naturally your clients want lighting that’s up-to-date in 
looks (and Skylike is!). But they really get excited when 
they hear about Skylike’s freedom from maintenance 
troubles—and the fact that Skylike lighting costs only 
14 to Y3 as much as other equipment delivering com- 
parable results. 


No other lighting combines all these advantages: 


+ High initial and maintained light output. 

. Softly diffused shadows. 

. Low brightness and 90° shielding. 

. No flickering, blinking, or hum. 

Warm color—most desired by merchandising experts. 
Instant starting. 

. Variable lamp size—150- to 500-watt. 

- No light loss from darkened walls or ceilings. 

. Floor-service relamping—no ladders or scaffolds. 

. Hermetically sealed silver reflecting surface. 


ARCHITECTURAL LATITUDE 


Skylike units fit 24” x 24” ceiling tiles, fully or partially 
recessed, or may be surface mounted—in rows or patterns. 


SCMONOUS WH 


ACCENT OR DIRECTIONAL 
LIGHTING js readily and 
effectively accomplished with 
Skylike. A semi-silvered-bowl 
lamp and a simple accessory are substituted for the regular lamp. 
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Send coupon for Skylike booklet 


l l 
| Graybar Electric Company, Inc. l 
l Graybar Building, l 
| 420 Lexington Ave. l 
| New York 17, New York ] 
| Please send me a copy of ”Skylike Louvered l 
I Incandescent Lighting Systems”. l 
| Niis T | 
| | 
| | 
l l 


Firm— 


Address. 


City. Zone— State. 
S-13-134 


Three men can handle the Bondactor air placement 


equipment to apply sand, cement and cementitious 


aggregates to masonry and other building surfaces. 


sories outright at reasonable cost. One company 
making this kind of setup is the Air Placement 
Equipment Co., manufacturers of the Bondactor. 
This device can be used to apply pneumatically 
concrete surface coatings directly on rigid insula- 
tion or over building paper and wire mesh. By 
making the proper air adjustments it can be 
adapted for sandblasting, for stucco coatings on 
cinder block, for spraying lightweight aggregate 
insulating concretes, to “weld” precast wall, roof 
and floor section in place, to apply refractories 
and (with a special nozzle) acoustic plastics. 


The Bondactor is a complete unit for air ap- 
plications of this variety of construction mate- 
rials. It includes in its price (about $2,000) the 
Bondactor machine, gun, hose, auxiliary air line 
and water pressure hose to the gun, air hose 
from air source to machine, water pressure tank 
(or pump when city water pressure is not avail- 
able) and sandblasting nozzle assembly. The 
machine is made in two models. The type 1,000-S 
which works with a 105 CFM air compressor is 
recommended for general maintenance and stucco 
applications. The 1,000-L uses a 210 CFM com- 
pressor and is adaptable for major air placement 
repair jobs and new construction. 


Utilizing an air line as well as a water line in 
applying concrete, the gun picks up the aggre- 
gate in its controlled velocity air stream, wets 
it at the nozzle in an atomized mist and deposits 
the hydrated aggregate instantly. The low water 
ratio of not more than 3 gal. per standard sack of 
cement is said to assure a dense nonporous de- 
posit which will not shrink as it cures. The air 
placed concrete weighs about 170 Ib. per cu. ft. 
—about the same as granite. The first action in 
the application is that of sandblasting. The sand 
cleans the surface and then the moistened cement 
is driven into the pores of the surface until a 
neat coat builds up to about 1/32”. This coating 
acts as a cement pad for the mortar coat which 
can be brought out to any desired thickness. The 
company includes the services of a qualified engi- 
neer in the equipment price to help the purchaser 
set up the machinery and train personnel in its 
use. 


Manufacturer: Air Placement Equipment Co., 
2525 Southwest Blvd., Kansas City, Mo. 


(Continued on page 234) 


The unusual texture and rich golden tones of 
Armstrong’s Cork Tile make it an ideal flooring 
choice for interiors with modern architectural 
styling. In addition to its decorative refine- 
ment, it’s a floor that is exceptionally comfort- 
able and quiet underfoot. Armstrong’s Cork 
Tile is also used for modern wall treatments. 


Office waiting room, Drs. C. D. Rodgers & C. P. Wickard 
Obstetrical Clinic, Little Rock, Arkansas 
Architect Yandell Johnson, A.I.A. 


ARMSTRONG’S CORK TILE 


RMSTRONG CORK COMPANY 


LANCASTER, PENNSYLVANIA 


Roddiscraft Solid Core Flush Veneered Doors 


For nearly two generations Roddiscraft Doors have been standard equipment in hospitals, 


schools, hotels, churches and other institutions. Roddiscraft standard construction incorporates 
all the features demanded by institutional installations — fire protection, sound resistance, 
ability to take rough treatment. Roddiscraft standard 5-ply construction — core, crosshandings 


and faces welded into a single unit — builds in all the strength and stability of plywood construction. 


P- 


WATERPROOF —Two 


complete waterproof glue 


SAFE — Standard 1-3/4" 


SILENT—Standard 1-3/4” 


construction develops a 


STURDY — Solid core and 


construction withstands in- strong 1/10” crossbandings 


dependently conducted fire sound transmission loss of 


tests in excess of 40 minutes. 30.9 decibels. 


give complete support to the 


lines deny entrance to 
faces — absorb shock. 


moisture. 


Standard Thickness Face Veneers* Out-Look and QOut-Last Thick Veneers 


The thinner the face veneer, the less wood exposed 
outside the waterproof glue line. That’s a self- 
evident fact — and that’s why Roddiscraft Stand- 
ard Thickness Face Veneers — *1/28” for most 
woods — are Jest, Exposure tests show checking 
patterns become coarser and more conspicuous 
as the face thickness increases. Thin veneers also 


FOR SPECIAL 


FLUSH VENEERED FIRE DOORS FOR INTERIOR USE... 


Advanced safety features that guard life and property are 
built into Roddiscraft Protex Doors. That’s why these doors 
are so often specified in plans for hospitals, hotels, schools 
and apartment buildings. They are built to withstand the 
60-minute fire test, including the hose stream test. Inde- 
pendent laboratories show they have a safety margin well 
above the prescribed minimum. Identical in appearance to 
other Roddiscraft Flush Doors. 


Roddiscratt 


RODDIS PLYWOOD CORPORATION 
MARSHFIELD, WISCONSIN 


INSTALLATIONS 


permit better matching, are more resistant to 
abuse because of the tough hardwood crossband- 
ings to which they are inseparably bonded. 

Roddiscraft construction utilizes 1/10” thick 
hardwood crossbandings . . . sure protection 
against core pattern showing through face veneers 
after finishing. 


FLUSH VENEERED DOORS FOR X-RAY PROTECTION... 


The Roddiscraft X-Ray Door matches regular Roddiscraft 
Flush Doors in appearance. It is equipped with a continuous 
sheet of lead set midway between a divided wood core. Oth- 
erwise, it is identical in all respects to the Roddiscraft 
Solid Core Door. Roddiscraft X-Ray Doors are manufactured 
only on special order. Any thickness of lead may be speci- 
fied, according to the amount of protection required. 


NATIONWIDE Auddisrraft WAREHOUSE SERVICE 
Cambridge, Mass. ® Charlotte, N. C. © Chicago, Ill. © Cincinnati, 


Ohio ® Dallas, Texas ® Detroit, Michigan ® Houston, Texas ® 


Kansas City, Kan. © New Hyde Park, L. l., N. Y. ® Los Angeles, 

Calif. ® Louisville, Ky. ® Marshfield, Wis. © Milwaukee, Wis. ® 

New York, N. Y. è Port Newark, N. J. è Philadelphia, Pa. © 
St. Louis, Mo. ® San Antonio, Texas ® San Francisco, Calif. 
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Another Tall Problem in Air Conditioning... 


—The New York Life Building 


Air conditioning any building over thirty stories tall 
calls for experience and skill. It’s a still trickier job if 
the building grew up before air conditioning did. 


Were proud of our part in contributing, with eff- 
cient and economical air conditioning, to the business 
life of New York Life, which contributes so much to 
American living. 


v 


& 


But we’re even prouder of the way York experience | } Ly 
and York advances in techniques and equipment p h 
helped the engineers smooth out the rough problems. i} i it 

Td 

I | h i 
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RENT 

STOP, READ AND PROFIT! Br a BR 


As new construction shifts to defense 
and essential supporting industries, 
you will be concentrating more and 
more on modernizing existing struc- 
tures. We will gladly help you—with 
specialized knowledge based on 
many complex installations in older 
buildings whose original plans made 
no provision for air conditioning. 


wate 
al 


è 
= 
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7 Consulting Engineers: Y; 
SKIP THE DRUDGERY Meyer, Strong and Jones 


As defense conversion and construction progress—you’ll 
be facing new problems in air [conditioning and refrigera- 
tion. When you do, remember York’s seventy-five years 
of experience and leadership in these fields can work with 
you and help you save hours of detail and drudgery. 


=e 
sm 
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AN OUNCE OF PREVENTION 


Save your clients maintenance 
worries. York’s Certified Main- 


The big advances come rom ; tenance Plan keeps a sharp eye 


on equipment, keeps it running 


or at top efficiency for a determined- 
arsaa in-advance fee. Check today 
airconditioning 


with your York Representative, 
York Corporation, York, Penna. 


Headquarters £r- Refrigeration and Air Conditioning 


to produce 


MATCHING 


STEEL 


INTERIOR and LABELED 


APARTMENT ENTRANCE 


The USF Hollow Steel “Wooster Door” is 
the unique vertical flush stile and panel 
design that was first to offer identical appear- 
ing interior and labeled entrance doors for 
apartments and housing projects. It is the 
original thin hollow metal door offering this 
consistent design throughout your plan- 
ning. Many of America’s largest and best 
known new apartment buildings and hous- 
ing projects already have Wooster Hollow 
Steel Doors and Frames. It’s the door of 
the year... and years ahead! 

Architects and builders are invited to obtain in- 


formational literature without obligation, or . . 
See Us in Sweet's. 


MANUFACTURERS OF 


Hollow Metal Doors and Frames 
Prefabricated Metal Buildings 
Corrugated Metal Window Wells 
Highway Guard Rail 

Structural Plate Bridge Flooring 
Corrugated Metal Pipe 


ABRICATORS, INC. 


WOOSTER, OHIO 
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...and they describe exactly the 


MOR-SUN 


COUNTER FLOW FURNACES 
... newly designed for 
NEW: 


PERIMETER and SPI- 
DER design radiant warm 
air heating 


f ... designed for easy in- 


EASY: | stallation in basementless 


slab houses ye 
RS 
ss 
4 NADIS 
FREE! write for the story of «aw Kot 
MOR-SUN Counter Flow heat- ees 

à ing systems for basementless 


” slab houses. 


FURNACE DIVISION 


MORRISON 
STEEL PRODUCTS, INC. 


‘Sells on Sight” 


—_—— is a high grade, permanent, fireproof, rigid, 
insulating, cellular concrete weighing 30 Ibs. per cu. ft. 
Made of Portland cement it is excellent for roof and floor 
insulation. Poured in place 20 to 60 ft. high through a 2” 
hose with the mixing equipment on the ground floor it dries 
rapidly and forms a fireproof rigid blanket. Recommended 
for large areas only. 


Write for complete information. 


PORETE MFG. Co. 


N. ARLINGTON, NEW JERSEY 


ad A 


Easy to roll out from wall 


Activities area can be con- 
verted to lunch room for 200 
in 8 minutes. It's the logical 
solution to the problem of high 
building costs and increased 
enrollments. May we send you 
complete information? 


Schieber Manufacturing Co. 
12738 Burt Road 
Detroit 23, Michigan 


In Canada 
La Salle Recreations Ltd. 
945 Granville Street 
Vancouver, B. C. 


44a al 


Easy to roll back into wall 


PRODUCT NEWS 


SUSPENDED RADIANT HEATER doubles as 
lighting fixture, 


The Directoray provides economical spot heating 
for sections of large lofts and industria] areas 
isolated from the plant heating system. Because 
the location requiring heat concentration usually 
demands good lighting too, the manufacturer has 
incorporated two 48” fluorescent tubes in the fix- 
ture. Lighting and radiating heat over 50 sq. ft. 
of floor space, the fixture costs only about 3 cents 


an hour to operate. The radiant panels are placed 
on either side of the tubes and pitched so that 
cool room air can circulate around the heat- 
sensitive bulbs, keeping their temperature con- 
stant whether the heating panels are on or off. 
Set in 9 x 48” polished aluminum frames, the 
shatterproof glass panels have an aluminum grid 
heating element fused into the surface. They also 
act as mirror reflectors for the lights, greatly in- 
creasing their effectiveness. The panels, which 
may be controlled by a manual switch or thermo- 


NEW SAFETY-DESIGN 


FUME HOOD for handling 
Radioactive Isotopes 


Design approved for use by Oak Ridge Institute of Nuclear Studies 


e Air foils at hood face allow air to enter without turbulences. 
e Low Velocity . . . operates with less than half the CFM of air needed on 


a conventional type hood. 


è Air current directed across working surfaces removes heavy gases. 
è Entire interior of hood is stainless steel for easy decontamination. 
è Steel grating supports working surface, giving load carrying capacity up 


to 400 lbs. per sq. ft. 


è Equipped with blower switch, warning light, and “over load” warning bell. 
è All service controls outside—no reaching in. 
è Outside measurements: Height 9 ft.; width 6 ft.; depth 3 ft. 6 in. Five inch 


Stainless Steel Sink welded into top. 


Precision built by Kewaunee Mfg. Co., one of America’s oldest and 
largest makers of fine Laboratory Equipment, including all types 
of Stainless Steel Equipment for Radioactive Laboratories. 


We also manufacture Laboratory Tables, 
Sinks, etc., for all types of Laboratories 
Representatives in Principal Cities 


C. G. Campbell, President 


5096 SOUTH CENTER STREET * ADRIAN, MICHIGAN 
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stat, are wired independently from the lights so 
that one facility can be used without the other. 
A complete fixture sells for about $90. Panels 
and mounting brackets also are available for 
attachment to existing 48” light fixtures. The 
manufacturer advises placing the fixture 8 to 10 
ft. above the floor; height of the ceiling above 
does not affect the Directoray’s operation. 


Manufacturer: Salton Mfg. Co., Inc., 74 Reade 
St., New York 7, N. Y. 


$150 WALL HEATER is complete heating sys- 
tem for small home. 
Without sheet metal ductwork or extensive pip- 
ing, a single gas fired Coroaire is said to supply 
filtered humidified heated air to every part of an 
average 6-room house or apartment. Although 
it is only about the same size as a console radio 
—26” wide, 40” high and 2414” deep—it has 
an hourly input of 85,000 Btu. The compact 
unit’s efficiency is said to be due to its Venturi 
tube heat exchanger which spins the air as a 
funnel swirls liquid. By this centrifugal action 


and staggered placement of the tubes, the air 
zigzagged through the exchanger is brought into 
contact with 93 sq. ft. of hot tube surface. The 
air continues to swirl after it passes through the 
heater and is diffused throughout the house. 
Movement of air is about 1,100 cu. ft. per min., 
and the Coroaire’s forced circulation also may 
be used in summertime for cooling. Well insu- 
lated, the model 90 WM is approved by the Amer- 
ican Gas Assn. and FHA for recessed wall in- 
stallations directly next to any type of building 
material. The front is set flush with the wall and 
the rear projects into a utility room or alcove. 
Automatic controls, readily accessible on the out- 
side of the heater, include a wall thermostat, 
safety pilot, pressure regulator, fan switch and 
summer fan switch. Coroaires are being supplied 
to large housing projects for less than $150 each. 
Placing one in position and hooking it up runs 
about $10. Operating costs in the Cleveland area 
are said to be about $60 per heating season. 


Manufacturer: The Coroaire Heater Corp., 1422 
Euclid Ave., Cleveland 15, Ohio 
(Continued on page 238) 


@ Study ball of University of Tennessee Law College after being painted according to Pittsburgh COLOR DYNAMICS. 


Pittsburgh COLOR DYNAMICS 
contributes to higher school efficiency — 


these five 


ITH the perfection of COLOR 

DYNAMICS for use in educa- 
tional institutions, Pittsburgh Paint 
keeps pace with the progress that has 
been made in the science of teaching 
during the past quarter-century. 


@® With COLOR DYNAMICS—color 
can be specified systematically and 
scientifically to promote efficiency of 
students and teaching staffs alike. 


@ Science has shown some colors 
stimulate and excite, others soothe 
and relax. Still others fatigue, de- 
press. Pittsburgh’s system of COLOR 
DYNAMICS makes use of this energy 
in color for functional as well as deco- 
rative purposes. 


© By following this system of paint- 
ing you specify accurately the proper 
colors for all types of school rooms 
in accordance with their purposes, 


PirtsBuRGH PAINTS 


PAINTS @ GLASS © CHEMICALS © 


ways... 


their exposure to sunlight and their 
available lighting facilities. 

@ You lessen eye-strain, stimulate 
concentration and help to improve 
academic grades among students. You 
heighten efficiency ratings of teachers. 
You simplify housekeeping prob- 
lems. School authorities also tell us 
that in many instances after repaint- 
ing with COLOR DYNAMICS 
vandalism has declined. 

@ Benefits such as these should in- 
terest every architect and builder en- 
gaged in erecting or modernizing 
school buildings. Why not discover 
for yourself how you can obtain them 
for the school you plan to build? 

@ For a complete explanation of 
COLOR DYNAMICS and how you 
can use it, send for our free booklet 
containing many suggestions for 
color arrangements. 


BRUSHES è 


PLASTICS 


® reduced eye-strain 
@ better academic grades 


@ higher teaching efficiency 
ratings 


ð fewer housekeeping problems 


@ less vandalism 


Ask for FREE Color Engineering 
Study of Your School 


@ Let us make a color engineering 
study of the school you are planning. 
We'll be glad to do this without cost to 
you or obligation. There’s a trained 
COLOR DYNAMICS expert at each of 
our 75 warehouses. Call your nearest 
Pittsburgh Plate Glass Company branch 
and arrange to have a representative see 
you at your convenience. Or mail this 
coupon. 


SEND FOR A COPY OF THIS BOOK! 


| Pittsburgh Plate Glass Co., Paint Div., 
Department MB-41, Pittsburgh 22, Pa. 
O Please send me a FREE copy of 
your Booklet “Color Dynamics.” 


| Please have your representative 
| call for a Color Dynamics Survey 


without obligation on our part. 


Name. 


Street. 


Why 
should 


Ott 


concern 
yourself with 
school doors? 


No school can afford to be without the 
protection offered by this beautiful, inex- 


pensive wood-faced fire door. 


United States Plywood Corporation 
carries the most complete line of flush 
doors on the market including the 
famous Weldwood Fire Doors, Weld- 


Stop to think about the matter and you'll agree—the 
doors in a school building have a heavy responsibility 


They must be fire resistant because today school offi- 
cials and their architects recognize the need of pro- 
viding substantially greater fire protection than is 


offered by the conventional lumber-core door. 


They must be beautiful because the utmost in deco- 
rative qualities is now practicable without sacrifice 


of the safety factor. 


They must be durable because — as you know so well 
— almost everything about a school building must be 
built to withstand abuse. 


They must be light weight, easy to open and close 
because small children may be using them. School 
doors are in motion much of the time and, therefore, 


must be perfectly balanced and free from warpage. 


You get all these desired qualities and more in the 
two Weldwood® doors described here. No other 
school doors on the market offer such a combination 


of features important to you. 


THE WELDWOOD FIRE DOOR carries the Underwriters’ Label for all 
Class B openings. It has the incombustible Kaylo* core with special 
construction and fireproofed edge banding. Standard flush faces are 
handsome birch veneers. A wide variety of other fine hardwood faces 
is available on special order. Combined with safety and beauty, Weld- 
wood Fire Doors give you the maximum in durability, dimensional 
stability and resistance to vermin and decay. And you get all this in a 
light, easily-manageable door. For example, the 3’ x 7’ size weighs 
only 84 lbs. 


THE WELDWOOD STAY-STRATE DOOR is similar to the Weldwood Fire 
Door but is without the fireproofed edge banding. This door does not 
have the Underwriters’ Label, but the incombustible Kaylo core gives 
it a high degree of fire protection. It is recommended for use where a 
labeled door is not specified, but where fire resistance is a desirable 
extra advantage. It is offered in the same wide variety of beautiful 
hardwood facings. 


*Reg. Trademark, Owens-Illinois Glass Co. 


Write for interesting, informative literature 


$ WELDWOOD FLUSH DOORS 


Manufactured and distributed by 


Honeycomb Doors, Menge! hoew. | UNITED STATES PLYWOOD CORPORATION 


core Doors, Mengel and Algoma 
Lumber Core Doors, 1%” and 134” 
with a variety of both foreign and 
domestic face veneers. 
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55 West 44th Street, New York 18, N. Y. 


Branches in Principal Cities e Distributing Units in Chief Trading Areas 


Dealers Everywhere 


900 STUDENTS 


PROVIDED BY 


COMMERCIAL 
STEEL BOILERS 


Monongahela High School has modern- 
ized its heating system by installing two 
No. CA-6630 National Steel Boilers to 
furnish heat for its 22 class rooms, audi- 
torium, gymnasium and cafeteria. These 
National boilers replace two older front 
smoke outlet type steel boilers. 

The new boilers are stoker-fired and 
furnish 20,000 square feet of radiation 
distributed throughout the building by 
cast iron radiators. 

During the 1950-51 winter, which 
turned out to be unusually severe in 
Western Pennsylvania, these boilers have 
operated efficiently and satisfactorily, de- 
livering ample heat throughout the school, 
ona job where the heating system must be 
reliable day after day. 

The school is planning to install an- 
other similar boiler in the near future 
when the proposed Junior High School 
addition is built—which will add 16 
rooms, a domestic science room, machine 
and woodworking shop and enlarge the 
auditorium and gymnasium. 

NATIONAL Commercial Steel Boilers 
are designed and engineered especially 
for large installations where extra heating 
capacity is a primary consideration. Their 
durable construction and economical per- 
formance meet or exceed all requirements 
of recognized authorities and codes, in- 
cluding A.S.M.E. and S.B.I. ... and they 
carry the “Hartford Mark” of inspection. 


FOR MONONGAHELA HIGH SCHOOL’S 


View of the two No. CA-6630 NATIONAL Commercial Steel Boilers 
with stokers in the Monongahela High School, Monongahela, Pa. 
Myers & Myers, Monongahela, Pa., Heating Contractors. 


at 


Cast iron National Heat 
Extractor boilers in sizes 
ranging in Net I-B-R 
Ratings from 170 to 
10,300 sq. ft. of steam 
and from 270 to 16,480 
sq. ft. of water. 


National Art 
Baseboard 


National Steel Boilers 
in sizes ranging in SBI 
Net Ratings from 275 
to 35,000 sq. ft. of steam 
and from 440 to 56,000 
sq. ft. of water. 


= 1 


National Art & Aero 
Convectors 


The new, all-in-one 
automatic National 
Packet Heating Unit for 
small homes, motels, 
diners and stores. 


National Art 
Radiators 


For further information on NATIONAL Commercial Steel Boilers or other 
National Products and accessories write for Bulletin No. 507 A.1.A. No. 30-C-1, 


OTHER PRODUCTS OF THE COMPLETE NATIONAL LINE 


National Gas Boilers 
ranging in net ratings 
from 105 to 9,690 sq. ft. 
of steam and from 195 
to 15,505 sq. ft. of water. 
A.G.A. approved for use 
with all gases. 


National 
Unit Heaters 


THe NATIONAL Raoiator Company 


JOHNSTOWN, 


PENNSYLVANIA 


Te mr ye i n Slits 
ENT Me eh Cae e 


ie 


This is 
All You 
Need 


to Redecorate 


= Decorated With 


Stainproof Wall Covering 


Varlar really pays for itself—in 
what you save on redecorating costs! 


If you’ve paid a big redecorating bill lately—if 
you know how maintenance bills can pile up, 
then you'll be happy to hear about sensa- 


us 


VARLAR— 
Send me my free 
N 


ADDRESS 


© Dept. MB-4, 


tional stainproof Varlar wall covering. For 
Varlar is the beautiful and practical choice 
—it hangs as easily as wallpaper, washes 

like tile, washes like new up to 25,000 

times ! 

And Varlar is available in many lovely 
new styles—now a total of 151 deco- 
rator-selected patterns—traditionally 

Varlar. 

See Varlar today—see for yourself how 
impossible it is to stain it. 
chrome, indelible ink, alcohol, disinfect- 
ants, catsup, even hot grease wash off with 

just soap and water. 
Decorate with Varlar—save on redecorating 
costs for years to come—send this coupon 
today ! 


Mercuro- 


Patterns shown are: 


@ The Merry Song Bird, (2) Dog- 
wood Tree, (3) Meadow Lane, (4) Velvet Paintings. 


a Division of United Wallpaper, Inc., Merchandise Mart, 
Chicago 54, Illinois 


Bet J can stain it! - 


‘sample of Varlar. 
| 


CITY. 
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ZONE. STATE. 


PRODUCT NEWS 


ROOM AIR CONDITIONER can be placed inside 
22” window. 


Among the Mitchell air conditioners introduced 
this season is a ¥3 h.p. room model, the M-131. 
modestly priced at $229.95. Standing about 13” 
high and 31” deep, the conditioner will fit in a 
double hung sash window as narrow as 22”. The 
mount’s construction simplifies installation and 
does away with window filler panels. Built of 
19 gauge steel, the unit is finished in beige or 
ivory. One of its features is an improved cooler 
which is said to assure a more concentrated flow 
of refrigerant through the system. The M-131 
has a cooling capacity of 4.200 Btu per hr. It 
also dries and filters the air. 

Manufacturer: Mitchell Mfg. Ce 

ve., Chicago 14, Ill. 


».. 2525 Clybourn 


ROOM AIR CONDITIONERS are easy to install 
on cradle mounting, 


A new hinged cradle type mounting simplifies 
the installation of Carrier’s three window sill air- 
conditioners. To set one of the new models in 
place, the hinge is screwed to the sill and out- 
board supports fastened. The entire chassis then 
slides in or out of the mounting for inspection 
and servicing. The cradle may be removed by 
releasing the wing nuts on the supports and pull- 


ing the pins on the hinge, or it can be swung in- 
ward so that the window can be lowered for 


washing. Finished in copper-beige, the %, 34 
and 1 h.p. models (known as Carrier “72,” “106,” 
and *130”) will handle cooling loads up to 7.200, 
10.600, and 13,000 Btu per hr. They are priced 
at $349.95, $429.95 and $499.95. All three units 
dehumidify and filter the air as well as cool it. 
They have hermetically sealed compressors, ad- 
justable outlet louvers for draftless diffusion, re- 
placeable filters and sound-insulated cabinets. 
Manufacturer: Carrier Corp., 300 S. Geddes St. 
Syracuse 1, N. Y. 


(Technical Literature, page 240) 


ENGEL 


Luk DOORS 


Haw Mengel Flush Door—Hollow-Core or Solid- 
Core—has dove-tail wedged-locked joints at all four 
corners! This fine, exclusive, cabinet-maker’s con- 
struction is found only in Mengel Flush Doors— 
requires more lumber, extra machining and labor, 
but you get stronger and more stable doors. 


Mengel Flush Doors also provide many other ad- 
vantages. They are designed and built to the high- 
est standards of quality for extra durability, extra 
eye-appeal. Get all the facts. Write today for our 
new full-color descriptive A.I.A. catalog, including 
specifications, 


Plywood Division, THE MENGEL COMPANY, Louisuille 7, Kentucky 


TECHNICAL LITERATURE 


FIREPLACES. How to Plan and Build Your Fire- 
place. Lane Publishing Co., 576 Sacramento St., 
San Francisco, Calif. 100 pp. 8⁄4 x 1034”. $1.50. 


An excellent how-to-do-it book for the layman, 
this publication should be valuable to the archi- 
tect and builder as a comprehensive design study 
on fireplaces and chimneys. After a humorous 
historical summary of home fireplaces’ rise, fall 
and rise, in the chapter Home is Where the 
Hearth Is, the book goes on to treat practical 


aspects of fireplace construction such as wood 
storage, hot air circulating units, and fuels and 
repair. It contains about 300 photographs and 
sketches of actual fireplaces ranging from mod- 
est and simple facings which fit unobstrusively 
into a conventional room to giant-size decorative 
and useful metal hoods, and freestanding fire- 
pits for contemporary architectural settings. In 
addition to living room installations, examples 
are shown in a variety of materials for cabins. 
bedrooms, dining rooms, kitchens, outdoor-in- 


artistry 
where 


pf 
' 
5 


tiles are “appropriate... 


STEEL: ALUMINUM- STAINLESS STEEL 


VIKON 


BEAUTY: ECONOMY 


“The Original Individual Metal Tile” 
Established 1926 
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30 fade-resistant decorator colors and stainless steel 
will not warp, crack or craze 
resist heat and household chemicals 


fire-resistant, waterproof, seals out insects 


TILE 


DURABILITY 


VIKON TILE CORP. 
WASHINGTON, N. J. 


door rooms and terraces. Construction details 
for many of them are presented alongside the 
photos and a complete diagram for a one-story 
fireplace and chimney is bound into the back of 
the book. Easily interpreted drawings are used 
to show how to put a fireplace together and how 
to add one to an existing structure. 


PLYWOOD. Architectural Grade Weldwood Ply- 
wood. United States Plywood Corp., Weldwood 
Building, 55 W 44th St., New York 18, N. Y. 32 pp. 


BY2 x 11”. 


This attractive manual is devoted to 34” archi- 
tectural grade Weldwood plywood. A complete 
analysis of the types, characteristics and uses 
of architectural grades of plywood, the booklet 
provides useful reference information in a single 
easy-to-read source. Accompanied by photo- 
graphs and excellent two-color details, the text 
describes popular types of plywood and veneer 
cuts, veneer matching, data on corners, joints, 
curved panels and counterfront layouts, and 
gives specifications. Two charts indicate the 
availability of various woods, and the character- 
istics, origin, and length range of 36 kinds of 
veneer. 


GRANITE. Standard Specifications for Granite. 
National Building Granite Quarries Assn., Inc., 114 
E. 40th St., New York 16, N. Y. 8 pp. 8% x 11”. 


The 1951 revised edition contains standard spec- 
ifications for granite as developed by the Na- 
tional Building Granite Quarries Assn. A color 
and grain chart provides a handy reference to 
the various granites quarried by members of the 
association, 


DOORS. 


Bronze Co., Inc., Jamestown, N. Y. 12 pp. 8⁄2 x 
qs 


Ellison the Balanced Door. Ellison 


Pivoted at top and bottom, the Ellison bronze 
and glass doors are described as handling effort- 
lessly and surely. They are also said to reduce 
projection into the lobby space and out toward 
the sidewalk by as much as 50% over conven- 
tional entrance doors. Details, specifications and 
a list of authorized representatives are contained 
in the brochure. 


PRECAST CONCRETE. Long Span Flexicore for 
Floors and Roofs. The Flexicore Co., Inc., 1932 E. 
Monument Ave., Dayton 1, Ohio. 8 pp. 8⁄2 x 11”. 


The latest catalogue on Flexicore prestressed 
concrete floor and roof slabs includes a load 
chart, an explanation of how Flexicore permits 
heavy loads on long spans, and diagrams which 
illustrates how the slabs may be used with many 
types of construction. The pamphlet also covers 
ways to install a hot water radiant heating sys- 
tem and a warm air split system combining cir- 
culating air with a radiant heated floor. 


(Continued on page 246) 


Steam-Pak installations like this one are 
saving their owners money all over tne 
country. One installation costing $10,000 
saved $20,000 the first year in fuel costs 
and manpower. 


WILL SAVE YOU MORE IN 
SOFORGES TIME & MONEY BECAUSE... 


éb Engineering design is recognized by top engineers and archi- 
tects who specify Steam-Pak for quality and results. 


> 
v 


Steam-Pak Generators 


oh Satisfactory operation in thousands of buildings and plants are built in capacities 
š sae P 
all over the country prove Steam-Pak’s ability to satisfy from [iS H.P. up, for 
customers. 
low or high pressure, 
C} Distributors chosen for their engineering ability, are trained steam or hot water, for 


to provide you with the best engineering “know-how” for 


i A à ; light or heavy oil, com- 
installation and service of your equipment. ea á 


bination gas and oil, or 
These are three basic reasons why Steam-Pak should be No. 1 on straight gas. 
your list of steam generators. See your nearest York Power 
distributor, or write for complete details. 


Steam-Pak Vertical Rotary Conversion Conversion Water Winter Air Tubeless 
Generators Boilers Oil Burners Oil Burners Gas Burners Heaters Conditioners Boiler Units 


Solve Protection Point 


Problems with Wolmaniped 
Wedd ee - ‘ Lumber Sik or w 
a RESISTANT 


Household fats and oils, acids and 


For detailed infor-  @lkalies, inks and iodine will not spot 


mation andie! er stain the surface of a Dodge 


data, see Sweet's 


File, Architectural Vin yl-Cork Tile floor. 
13g—or write for 


Do catalog. DODGE CORK CO., INC. e LANCASTER, PA. 


—Avoid costly ROT 
and TERMITE Damage 


At those points where foresight will save important future 
dollars and labor, be sure you're getting real protection—be 
sure the lumber you use is pressure treated. It's especially 
effective for structures subject to outdoor exposure and water 
contact (as in the lower illustration). 


Wolmanized* pressure-treated Lumber assures lasting pro- 
tection. High pressure (150 p.s.i.) drives the preservatives 
deeply into the fibers of the wood. 


Millions of feet of clean, odorless, paintable, non-leaching 
Wolmanized pressure-treated Lumber have been in use, for 
years and years, under the severest conditions, Our engineers 
will be glad to discuss specific application. Or, for further 
information, write for “Service Records for Wolmanized 
pressure-treated Lumber.” 


IN RESIDENTIAL AND 


AMERICAN LUMBER APARTMENT CONSTRUCTION 
& TREATING CO. Low original cost plus economy of 


General Offices:1 636 McCormick Bldg., Chicago 4, Ill. installation and continuing owner 
Branch Offices in Boston, New York, Baltimore, Jacksonville, Fla., satisfaction make LEMCO Case- 


Little Rock, Ark., Los Angeles, San Francisco and Portland, Ore, ment windows the choice of build- 
“Wolmanized is a registered trademark of American Lumber & Treating Co. ers th roughout the country. 


Plan to use these high-value, low- 


ó e | cost windows in your next build- — — 
Q man Ize | ing project. See our catalog in Z SS" 
3 Sweet’s Architectural File or AE A 
PRESSURE TREATED FHU IEE 


ao 


WRITE TODAY FOR DESCRIPTIVE LITERATURE 
AMERICA'S OLDEST CASEMENT WINDOW MANUFACTURER 


STEEL PRODUCTS, inc. 


16 MARKET STREET - JAMESTOWN,N.Y. 


V Stops Rot and Termites 
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FOR INDUSTRY 


— 


photo by Nick Lazarnic 


photo by Hedrich-Blessing 


14 regional offices to serve you 


Structural Clay 
Products Institute 


New Haven 10, Conn. 
341 State Street 


New York 17, N. Y. 
1949 Grand Central Terminal 


Canton, Ohio 
306 Market Avenue, North 


Pittsburgh 22, Pa. 
502 Benedum Trees Building 


Chicago 1, Illinois 
228 North LaSalle Street 


Ames, lowa 
1202 Welch Avenue 


Council Bluffs, lowa 
425 North 6th Street 


Minneapolis 4, Minnesota 
206 Wesley Temple Building 


Denver 4, Colorado 
116 West Tenth Avenue 


Phoenix, Arizona 
1538 West McDowell Road 


San Francisco 5, California 
55 New Montgomery Street 


Seattle 4, Washington 
Central Building 
Clay Products Association 


of the Southwest 


Austin, Texas 
Littlefield Building 


Oklahoma City, Oklahoma 
First National Building 


-STRUCTURAL - CLAY: PRODUCTS - INSTITUTE >; 


Beautiful 
Durableand 


“NON-CRITICAL” CLAY 


3 reasons for building with 


BRICK ana TILE 


while conserving vital raw materials 


| 
Brick and Tile have always been“first choice” 
with builders for a number of reasons: beauty, permanence, 


minimum maintenance, investment protection. 
| 
Today—there’s another important reason for making Brick 


and Tile “first choice.” These materials are made of “‘non- 
critical” clay—and clay deposits are unlimited. 


Using Brick and Tile for your essential buildings, younotonly 
build better, but you free vital raw materials so urgently needed 
for today’s tools of defense— guns and planes and tanks. 


Consider all reasons—and select Brick and Tile for industrial 
buildings, military and naval facilities, warehouses, power 
plants, schools, hospitals and other essential buildings. 


Let us help you plan your building programs. Any one of 
our offices is able to help you on problems of design, types 
of products and other details. Please call on us for informa- 
tion or service. We welcome your inquiry. 


MAIN OFFICE 


| 
STRUCTURAL CLAY PRODUCTS INSTITUTE 
1520 18th Street, N. W., Washington 6, D. C. 


FOR EXTRA METAL PROTECTIO 
AND EXTRA PAINT DURABILIT 
... SPECIFY ACP RUST PROOFING 
CHEMICALS AND PROCESSES 


BORROW FROM THE 


wey 
Se 
| For over % of a century, ACP has 
~ pioneered in the development of 
\ protective metal-working chemicals. 
\ These chemicals preserve the metal 
and the paint finish of both indus- 
trial and military products. 


To assure extra protection E 
and extra paint durability for . .~ 
STEEL, Specify: All steel materials shall be Granodized 


with “Granodine’”’® 


ZINC, Specify: All zinc and galvanized iron materials 
shall be Lithorized with “Lithoform’’® 


ALUMINUM, Specify: All aluminum materials shall be 
PY Alodized with “Alodine’”® 

Write or call for further information. 

ACP Chemicals Meet Government Specifications. 


| 
_ | AMERICAN CHEMICAL PAINT COMPANY 
a | AMBLER; | PA, 


E Manufacturers of METALLURGICAL, AGRICULTURAL and PHARMACEUTICAL CHEMICALS i 


di 


THE BEST SHADE UNDER THE SUN 


Designers in any field—from fashion to automobiles— 
know that color and accessories add distinction and beauty 
to their products. For these are the elements which 


often make their designs stand out above all the rest. 


Lcd ele 


Builders and architects find the same applies in home 


Wy 


building. They know Canvas Awnings are the final 
decorative touch needed to increase sales value and 
enhance the beauty of the building. In addition, Canvas 


Awnings contribute the practical utilities of cool 


( 


BILDRITE sheathing 


Let it rain, sleet, hail or blow. 
With BILDRITE on the job, durability 
and bracing strength are assured. 


shade and protection from hot summer suns. 


Your local Canvas Awning dealer can provide fabrics, 


, hardware, and installation service at low cost. 


THE CANVAS AWNING INSTITUTE, INC. 
and NATIONAL COTTON COUNCIL 


“There is No Substitute for Canvas Awnings” 


Double Dat 
INSULITE 


oa 
INSULITE DIVISION, MINNESOTA AND ONTARIO PAPER COMPANY 


*® 3 


Made of Hardy Northern Wood 
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Announcing THE NEW CHASE 
ONE-PIECE THRU-WALL COPPER FLASHING 
and CAP FLASHING RECEIVER 


DRAINAGE CONTROL. Continuous channels run- 
ning transversely through the wall permit fast 
drainage. This feature also provides for expan- 
sion and contraction. 


MORE EFFICIENT CAP FLASHING. The added rigid- 
ity of cold rolled counter flashing eliminates 
the necessity of locking the cap flashing to the 
base flashing. 


CAP FLASHING RECEIVER. Locks the cap flashing 
securely and permanently. The Cap Flashing 
Receiver also provides a guide to position the 
flashing during installation. 


Easily installed ! 


Nester! 


Here is a full weight copper thru-wall flashing (with a 3-way 
bond! )that combines an integral cap flashing receiver. The 
design* of this receiver permits the easy installation of cap 
flashing after the base flashing and roof are installed, without 
plugs or wedges to keep the receiver open. And since the cap 
flashing is never bent after it is inserted and locked in, it can 
be formed of cold rolled copper. The result: a neater, more 
watertight installation at reasonable cost. 


Investigate the advantages of this outstanding development 
for flashing building walls. Send for free folder giving details 
and specifications. 


* Patent Pending 


Chase Pi BRASS & COPPER 


WATERBURY 20, CONNECTICUT © SUBSIDIARY OF KENNECOTT COPPER CORPORATION 


è The Nation’s Headquarters for Brass & Copper 


Cleveland Kansas City, Mo. New York 
Dallas Los Angeles Philadelphia Seattle 
Denver Milwaukee Pittsburgh Waterbury 
Detroit Minneapolis Providence 

Houstont Newark Rochestert (sales 
Indianapolis Now Orleans: St. Louis office only) 


San Francisc 


E a” a 


IN-SINK-ERATOR’S 

rugged rotary shredder is the 
only moving part... automatically 
alternates direction of rotation 
each time disposer is used... 
doubles life of shredding element, 
backs-away from jammed 
conditions and produce vigorous 
two-way self-cleansing. This 
famous, patented Reversing 
Action gives longer life— 

greater dependability. 


IN-SINK-ERATOR today 

is rated tops in convenience 
-+-fops in performance—the 
two requirements your public 
puts first when evaluating 
Food Waste Disposers. 


Convenience, because the 
operator can scrape or 

peel into drain while 
IN-SINK-ERATOR is operating: 
because capacity is unlimited. 


Performance, because of 
basic IN-SINK-ERATOR 
design advantages — 
automatic two-way 
shredding; efficiency of 
shredder; built-in 
sofety-service features. 


IN-SINK: ERATOR 


ELECTRIC FOOD WASTE DISPOSER 


offers all these vital product advantages! 


IN-SINK-ERATOR Manufacturing Co. + 1213 Fourteenth Street, Racine, Wisconsin 
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TECHNICAL LITERATURE 


WIRING AND LIGHTING. Electrical Living an 
How to Have It (B-4762). Westinghouse Electri 
Corp., Box 2099, Pittburgh 30, Pa. 24 pp. 8⁄2 : 
11”. 10 cents, 


Lighting schemes and modern floor plans o 
kitchens and laundries for new and remodelec 
homes are illustrated in this new booklet. Writter 
to provide builders and architects with data or 
the convenience and comfort derived from full; 
planned electrical systems, the publication make: 
room by room studies of wiring and lighting 
that add to efficiency and appearance. Prope 
arrangement of kitchen appliances, varied uses 
for the laundry room, unusual lighting effects 
for the bedroom and convenient features for the 
bathroom are pictured. Principles of good 
kitchen design are presented as well as a sug: 
gested layout for wiring circuits and load cen- 
ters. Also covered are methods of including new 
appliances in the mortgage cost of a new home, 
and adding the cost of appliances and moderni- 
zation to an existing mortgage. 


LIGHTING. Contemporary Lighting in Modern and 
Traditional Interiors. IHuminating Engineering 
Society, Publications Office, 51 Madison Ave., New 
York 10, N. Y. 58 pp. 8% x 11”. $1. 


Integrating adequate home lighting with good 
decoration techniques, the new I.E.S. book of- 
fers many lighting ideas for homes furnished in 
contemporary and traditional styles. A practical 
working guide for homebuilders and designers, 
the book contains photographs of interiors and 
sketches of construction details of lighting appli- 
cations for the principle rooms in a house. Dec- 
orative, cove, recessed and window lighting are 
treated and uses of wall and ceiling fixtures, 
lamps and fluorescent tubes discussed. 


COOLING TOWERS. Aqua-Therm Industrial Cool- 


ing Towers. Aqua-Therm, Inc., 732 Albany St., 
Dayton 1, Ohio. 4 pp. 8% x 11”, 


The distinctive feature of the cooling tower de- 
scribed in this bulletin is said to be its special 
packing bed of corrosion resistant ceramic 
saddles. This stoneware fill provides a large sur- 
face area in relation to the total volume thereby 
reducing tower height and, consequently, pump- 
ing h.p. up to 50%. Technical data and a typical 
cooling tower problem are included. 


INSULATION. How to Do It. Zonolite Co., 135 S. 
LaSalle St., Chicago 3, Ill. 12 pp. 8⁄2 x 11”, 


Prepared for architects, engineers and contrac- 
tors this illustrated booklet explains the proper 
application of all forms of Zonolite vermiculite. 
Design data, methods and specifications outlined 
in the publication are the result of laboratory 
research and field tests. Uses of the lightweight 
aggregate are described as insulation fill, plaster 
and plaster finish aggregates, acoustical and in- 
sulating plastics and as concrete aggregate. 


“The Boiler- 
Room? — On the 
Roof, Sir” 


eae 


a iE : 
The “First of Tulsa’ Boiler Room — 
Two Cleaver-Brooks 200 hp. 


à omin the S 


A Boiler Room Directly 
Behind Roof Sign 


rai ni 


FIRST NATIONAL BANK OF TULSA 
TULSA, OKLAHOMA 


Carson & Lundin, Architects 

Gaynor & Albright 
Mechanical Engineers 

John W. Harris & Associates 
Supervisory Contractors 

Manhattan Construction Co. 
General Contractor 

C. Wallace Plumbing Co. 
Heating, Ventilating & 
Air Conditioning Contractor 


FURTHER PROOF OF 
CLEAVER-BROOKS BOILER 
FLEXIBILITY 


The new $6,000,000 First National Bank 
of Tulsa, one of the finest buildings in 
the Southwest, is heated with Cleaver- 
Brooks Self-Contained Steam Boilers. 

For very good reasons the boiler-room 
was placed at roof level. (Boiler-room is 
directly behind roof sign at top of build- 
ing, instead of conventional location in 
basement.) First, since it was a bank 
building, basement space was extremely 
valuable for vaults, storage, and air con- 
ditioning equipment. Then, too, with the 
fresh air intake on the top of the build- 
ing, a considerable amount of piping 
was eliminated by placing the boilers at 
the same point. Since Cleaver-Brooks 
boilers require only a simple vent for 
carrying off combustion gases, long 
stack runs were eliminated, leaving addi- 
tional valuable space within the building. 

These are just a few of the many rea- 
sons why Cleaver-Brooks boilers were 
specified. Being completely self-con- 
tained and compact in design, requiring 
minimum head room and floor area, 
Cleaver-Brooks boilers presented no in- 
stallation problem. 

Cleaver-Brooks Self-Contained Boilers 
are available for oil, gas, combination 
oil and gas firing, 15 to 500 hp, 15 to 
250 p.s.i., for heating and processing 
loads. Write for the catalog. 


CLEAVER-Brooxs COMPANY 
333 E. Keefe Avenue e» Milwaukee 12, Wis. 


Cleaver-Brooks 


STEAM BOILERS) ~ 
The First and Finest of their Class 


profeci 
ith LIGHT 


Protective lighting is productive lighting. It guards 
against costly losses by putting lighting to work protecting 
every area of critical production plants. It will be worth your 
while to investigate the Westinghouse complete line of lighting 
equipment designed to help protect production. Send for 
B-4727, Westinghouse Electric Corporation, P. O. Box 868, 
Pittsburgh 30, Pennsylvania. J-04292 
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Shorten shift change time by providing 
plenty of illumination in the parking area. 


Minimize the number of guards needed 
by floodlighting critical production areas. 


Prevent theft and accidents with 
fence lighting around building property. 


you can BE SURE.. te iTS 


Westinghouse 


PLANNED 


LIGHTING SYSTEMS 


Insure safe handling in shipping 
areas by floodlighting this working space. 


Safeguard warehouse and foundry by 
floodlighting the building entrance yards. 


Protect late shift workers by providing 
plenty of light at building entrances. 


PORTRAIT OF A Royal Samy 


BA 


` 


see that 


After more than 
forty years, this fa- 
mous name is still 
the specification 
standard ...for one 
reason... Quality 
products. 


is the whitest 
aa sWhite cement! 


B Here is the large size 

No. 45 Win-Dor Snugger, 
the automatic top-<closer 
that reaches out and 
pulls sash shut. 


C Medium-sized Snugger 
does the same job on 
light sash and is the 
choice of thousands of 
architects for cupboard 
and closet door closing. 


D Small Snugger is now 

the nation-wide favorite 
among builders for the 
automatic closing of cab- 
inet doors. 
Snuggers have nation- 
wide distribution and are 
suggested for a standard 
specification item. 


E Win-Dor Extension Hinges . . . designed espe- 

cially for properly hanging outswung case- 
ments. They provide that necessary feature of 
space between the sash and the frame, when 
open, for cleaning the outside of the glass 
from the inside. 


WIN-DOR 


A Win-Dor 

Casement 
Window Opera- 
tors for out- 
swung wood 
casement sash 
have no equal. 
They make any 
wood casement 
window the most 
convenient and 
modern window 
there is. There 
is merit in the 
exclusive Win- 
Dor design and 
construction with 
bronze worm 
and bushing. 
There is long 
wear, and there 
is always user 
satisfaction. 
Shown at left is 
typical plan of 
Series 26 in- 
stallation. See 
Sweet's for com- 
plete details and 
other types. 


i> 


THE CASEMENT HARDWARE COMPANY 
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You'll get fine results with this extra white 
cement. It’s true Portland Cement made 

to ASTM and Federal Specifications. If your 
dealer does not have it, write the office 
nearest you: Trinity Portland Cement Division, 
General Portland Cement Co., 

111 West Monroe St., Chicago; Republic Bank 
Bldg., Dallas; 816 W. 5th St., Los Angeles. 
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Architecture, yesterday and today... 
IN WORDS AND PICTURES 


AN INTRODUCTION TO MODERN ARCHITECTURE 
By Neville Conder 


An informative text, 16 draw- 
ings and over 90 photographs 
reveal modern architecture 
throughout the world—show- 
ing how modern architects 
meet today’s functional chal- 
lenges. 

Only, $2.50 


AN INTRODUCTION TO TUDOR ARCHITECTURE 
By John Harvey 


With 18 drawings, 62 photographs and 
a brilliant text, the foremost modern 
authority on Gothic eras makes clear the 
earlier periods of English architecture. 


Only, $2.50 


se 
INTRODUCTION TO ARCHITECTURE SERIES 


At all bookstores, or 


PELLEGRINI & CUDAHY, 41 East 50th St., New York 22 


“BOLTA-QUILT is a 
‘three-layer sandwich’ 
permanently sealed 

together by the latest 
electronic processes.” 


“BOLTA-QUILT is 
made with specially 
formulated Boltaflex 
for extra durability 
in public use.” 
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“NOTE the flame-resistant 
cotton filling, backed bya 
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of colors.” 


(ELECTRONICALLY outer aller | 


A Great New Product for Decorators 


Here’s quilted plastic by the makers of famous 
Boltaflex, specially formulated to take extra wear 
in hotels, offices, restaurants and homes. Bolta- 
Quilt is magnificent for walls, bar fronts, booths, 
wainscoting, desks, and furniture of all kinds. 


Designed to take the rough usage of public 
life, it’s made of specially formulated Boltaflex. 
It wears like iron! . . . yet it has the same soft 
feel for which Boltaflex has always been famous. 


And, of course, Bolta-Quilt retains all the usual 
Decorator shades ... slick modern finishes ... Boltaflex qualities: 
rich, leather-like grains...a wide range of 
gorgeous Boltaflex colors and finishes is open to 
you. Bolta-Quilt colors match Boltaflex colors 
exactly because they are the same. The two may 


be used side by side with sparkling effect! 


e Resists Fading 
© Tough Resists stains of all types 
e Washable — cleans easily with soap and water 


e Will not chip or peel 


Fill out the coupon below... complete informa- 
tion on this outstanding new decorator material 


Nothing has been overlooked in the formulation 
will be rushed to you. 


of this beautiful new decorating material. 


BOLTA PRODUCTS SALES, INC. 
Lawrence, Massachusetts 


Branch Offices and Warehouses: New York, Chicago, High Point, N. Q; 
Philadelphia, Los Angeles, Cleveland, Miami. 


Lotta lute 


means Covered with lasting Beauty 
Æ (ELECTRONICALLY ounteo Lollafler \ 


thin sheet of clear film and | 
covered with beautiful 
Boltaflex in a wide choice | 
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BOLTA- QUILT- COVERED WALL IN HOTEL LOBBY 
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Bolta Products Sales, Inc., Lawrence, Mass. 
I am interested in Bolta-Quilt (Electronically 
Quilted Boltaflex) for use in 


Please send me complete information with- 
out obligation. 


Name. 
Title. 
Company. 
Address 


[O Also send me complete Boltaflex informa- 
tion and samples. 
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REVIEWS 


(Continued from page 137) 


schools, and living conditions is a timeless 
one, and this is the basis of the Swedish atti- 
tude.” 

Apartment houses are the major architec- 
tural form, since an amazingly high propor- 
tion of the Swedish people are apartment 
dwellers, and the best thing about these apart- 
ments besides their general good taste (and 
balconies) is their location in Swedish cities 
where municipal ownership of land has pre- 
vented the commercial pillage which has been 


inflicted upon most of the other cities in the 
world. “. . . The remarkable feature of Swed- 
ish housing is not that it takes advantage of its 
unequalled sites—any thoughtful design 
would do that— but that it has these un- 
equalled sites to take advantage of... .” 
Kidder Smith is one of the very small crew 
of specialists whom architects all over the 
world have trusted—and trusted rightly—to 
show them buildings which they all cannot 
travel to see. These specialists who are both 


original building design by specify- 


ing Marlo Cooling Towers and 


> Beautiful Building... 
but where's the Cooling Tower? 


INDOORS... 

it's a modern 

compact 
MARLO unit 


Architects find they can protect their 


Evaporative 
Condenser 


Evaporative Condensers—space-tailored for easy installation in- 


doors or on the roof below the skyline. 


Efficient Marlo Units save up to 95% of normal water demand 


and offer these advantages too—4-way protection against corro- 


sion for longer life . . 


. mastic-coated sound deadening interiors 


and resilient-mounted motors and pumps for quieter operation, 


MARLO: y 
RLO; HEA TaaNsFER 
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‘SAC TINUDUSY S 
‘ LEADERSHIP, Ks 


Write for full details for “roughing in” 
for your specific requirements. 


architects and photographers are important; 
their insight is a periscope for the architectural 
profession. 

Comparable in format to his Switzerland 
Builds (THe Macazine or Buitpine, Mar. 
50), Kidder Smith’s new book on Sweden first 
presents the country’s architectural inheri- 
tance, then its outstanding new buildings. Al- 
though the layout of the book sometimes fails 
to contribute to its impact, the 683 beautiful 
photographs (seven in full color), the clear 
descriptive prose and the crisp floor plans and 
detail drawings comprise a splendid report on 
Sweden’s important place in the architectural 
world. 


BUILDING FOR INVESTMENT. By clinton H. 
Cogwill. Reinhold Publishing Corp., 330 W. 42nd 
St., New York 18, N. Y. 482 pp. Illus. 6x9 in. $7. 


A broad, basic look at the business of building, 
this book is admittedly an attempt to answer 
“the heads and deans of architectural schools 
who requested a textbook on building finance.” 
It was developed by the head of the Department 
of Architecture at Virginia Polytechnic Institute 
from notes he has used in his classes on business 
administration and public administration. Judged 
against this purpose and background, the book 
is quite successful. It is a comprehensive text- 
book for students, beginners and teachers. 

On the other hand, aside from its numerous 
charts and tables, the book has little to offer ex- 
perienced practioners in the building industry. 
Nor will they find the text interesting reading. 
The slow, elementary pace is set by the book’s 
very first paragraph: 

“Building for investment or for pleasure is a 
cooperative venture. One of the cooperators is 
the owner, who is also known as the party to a 
construction contract. Other cooperators are 
known as the architect and the contractor. The 
owner may be an individual, a partnership, a cor- 
poration, a public or private institution, or a gov- 
ernment at the local, state, or national level. If 
the owner is an organization which is too large to 
function as a unit, the part of the owner is taken 
by an official, a board, or a committee. When 
the ownership rights and duties are taken nomi- 
nally by a large board or a committee, they are 
often delegated to a small executive committee 
or to an official. 

“On of the most important functions of the 
owner in a building operation is the conception 
of an idea which may be the real beginning of 
the building project. It is possible, of course, 
that the idea might come from an architect, a 
contractor, a builder, a friend or employee, or a 
realtor... .” 

Thus the owner is introduced. Other chapters 
cover the architect’s and investor’s parts in the 
building operation, discuss the various problems 
involved in buildings by type and finally consider 
the intricasies of site selection, management, law, 
ethics and building investment.—JH. 

(Reviews continued on page 258) 


Using wisely in 
Building Design and Construction 


WRITE FOR flashing at roof— 
DETAIL DRAWINGS 


(Numbered for A.1.A.. Filing) no pa ra pet 


Where walls are to have a capping stone in place 

of a parapet, this flashing construction is suggested. 
Twenty-four oz. cold rolled copper with locked 
soldered seams is recommended so that ample 
strength will be provided for expansion and 
contraction stresses. Copper used properly for this 
and other building details affords lasting 

protection and a minimum of maintenance expense. 
For suggestions or counsel on any problem involving 
sheet copper construction write: The American 
Brass Company, Waterbury 20, Connecticut. 


In Canada: Anaconda American Brass Ltd., 
New Toronto, Ontario. 


(1) %” Lock Seam — Soldered 


(2) 24-oz. Cold Rolled Copper 
(10) Suggested 114” dia. holes 
6” apart for Improved Bonding 


(3) Edging Strip — 32-oz. TES i j (9) Felt Cover Strips 
Cold Rolled Copper ; 


(4) Caulking (8) Insulation 


(5) Bronze Fastenings for Fá BA % shale z 7 (7) Vapor Barrier 
Edging Strip ; 


(6) Roofing Felt turned up 2” 


nothing lasts like 
COPPER 


the magazine of BUILDING 253 


SCREENS 


the fastest, most economical way 


to give your houses 


fine quality screens! 


A WORD TO THE 
WISE BUILDER 


Dur-O-wal reinforcing is adding 
to the reputation of leading 
architects and contractors for 
quality work. They are specify- 
ing this new, patented reinforc- 
ing member for all masonry 
walls. Embedded in the mortar 
joint, Dur-O-wal provides con- 
tinuous lateral reinforcing for 
block, brick or tile walls, and 
serves as a unit to tie face 
brick to back-up block. 
Dur-O-wal is easy and fast 


meee 
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a 


Patented STEEL Reinforcing 


FOR MASONRY WALLS 


to handle; assures tight corners. 
It is electrically welded, eco- 
nomical, dependable. 

Contact nearest plant: Dur-O- 
wal Div., Cedar Rapids Block 
Co., 658 12th Ave. S.W., Cedar 
Rapids, la.; or Dur-O-wal Prod- 
ucts, Inc., P. O. Box 628, Syra- 
cuse, N, Y. 


ARCHITECT: Shaw, Metz & Dolio; 
BUILDER: 6030 Sheridan Corp: 


America’s finest 
sinks for 
America’s finest 
buildings 


Let Lustertone Stainless Steel Sinks 
add rental appeal and re-sale 
value to your property. Kitch- 
ens, old or new, take on a new 
air of distinction with Everlast- 
ing Beauty —Prestige—Mini- 
mum Maintenance like the 258 
kitchens in this apartment. 
Elkay Lustertone remains per- 
manently bright, unstained and 
untarnished . . . never needs 
scouring or bleaching. 

a Write for literature and prices 


aT OR RITUND 
ie org 
S Guaranteed by © 


Good Housekeeping 
i Nop a 


o 
AS apvennisto WE 


SNAPS INTO PLACE m : ROLLS UP FOR 
FROM INSIDE! Flick a STORAGE! Durall 
of a finger installs swings free for 
Durall. Noladder window washing, 
climbing, no side rolls up compact- 
frames to cut. F lyforeasystorage. 


ALUMINUM! NO 
RUST AND NO 
PAINTING! Durall 
keeps its good and trim—always 


looks, will not i keeps out insects 
rustorstainhouse. permanently! 


GOOD LOOKING 
AND SNUG-FITTING! 
Durall stays taut 


- 
guaranteed to outlast your home 


DURALL Tension Screens are made by one of the oldest 


manufacturers of wire screening. For complete information, write the 
New York Wire Cloth Co., Dept. AF-4, 445 Park Avenue, New 
York 22, New York. 


ACADEMY GOLD MEDAL FOR EXCELLENCE OF DESIGN 
The World's Oldest Manufacturer of Stainless Steel Sinks 
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Business is on the 


carpet and carpet 


is our business 


Only a carpet specialist can predict the wear any 


carpet weave will give, under various traffic conditions. 


Only an expert can evaluate the merits of the different 
weaves, within a given price-range. Your local 
Alexander Smith-Masland Carpet Contractor is 
a carpet authority. Consult him. His years of experience 


can save your time, and your clients’ money. 


Alexander Smith 
and 


cC. H. Masland 


CONTRACT CARPETS 
295 Fifth Ave., New York 16, N.Y. 


NOW YOU SEE THEM... 
NOW THEY DON’T 


mes 


STUDENT- 


ITS A WINDOW 
ee) aaa | pe 
| 


to the children 
IT’S A MIRROR 


CHILD’S EYE 


At Illinois State Normal University, the natural 
conduct and reactions of kindergarten pupils can 
be observed by a whole class of teachers-to-be— 
and the children never know theyre being watched. 

Mirropane*, the transparent mirror, provides this 
extremely useful teaching aid, this “sight unseen”. 
From the children’s room, it’s an ordinary mirror, 
often used in regular activities., But from the dimly- 
lighted student-teacher’s classroom, it’s a clear 
window! 

This principle of sight unseen is one you can use 
in many places. In schools, hospitals, institutions, 
stores, banks, offices, entrance doors—wherever you 
wish to provide a means for observing people with- 
out their suspecting it—/Mzrropane can be highly use- 
ful as well as decorative. Write for full information. 


MIRPOPTTE I 


GLASS) 


TRANSPARENT MIRROR è PRODUCT OF LIBERTY MIRROR DIVISION 


LIBBEY - OWENS - FORD GLASS CO. L-141 NICHOLAS BLDG. 
TOLEDO 3, OHIO 
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Always specify 


IANS 


l for Highest Quality 


P 
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HAWS Electric a ON 


Coolers easily adapt to re- 
mote installations of HAWS 
Drinking Fountains... thus 


serving several locations. 


e A COMPLETE LINE of 


coolers, fountains, fau- 


cets, equipment, filters 
and accessories. ® A rep- 
utation for reliability since 1909. @ Check in 


Sweets, or write for complete HAWS catalog. 


HAWS DRINKING FAUCET CO. 


1441 FOURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 


Agents and Sales Representatives in All Principal Cities 


heap-big 
wear 
at medi-um 


price / 


for that SHADE of difference 


Looking for a shade that will stand up under 
hard wear? Medium-priced Pontiac is your 
answer. Combining a permanent resin finish with 
a quality cotton fabric, Pontiac is sun resistant, 
cleanable and resistant to rain. On the new 

silent “Lifetime Lubricated” rollers. 


LIFETIME LUBRICATED 


STEWART GHARTS HORN co. 


EMPIRE STATE BUILDING, NEW YORK 1, N.Y. >œ STEWART HARTSHORN LTD., TORONTO, CANADA 


Living room in Stuyvesant Town 
Housing Project showing 
attractive “Metro” 

convector. 


heating costs go down... 
stay down... with 


MET 


SINGLE-RISER 
HEATING 


piping is 
concealed 
behind 
draperies. 


Single-riser provides an uninterrupted 
path for flow of steam from top to 
bottom of building. A continuous 
pipe passes down through overlying 
rooms...is offset in each room 

into a convector or baseboard. 


Aerial view of 

Stuyvesant Town (foreground) 
and adjacent 

Peter Cooper Village, New York. 


Dunham Vari-Vac Differential Heat- 
ing...the system that controls 
“Metro”... cuts fuelcostsup to 40%. 
Vari- Vac* is adaptable to any size or 
type of building...any climate. A 
Dunham Sales Engineer can help you 
specify the particular type of system 
—capacity-wise—that will meet your 
requirements. 


Here’s why “Metro” piping is used in 
large scale housing projects financed 
by the Metropolitan, Equitable and New 
York Life Insurance Companies. 


“METRO” costs less to install. 


No expensive radiator branches and expansion joints needed. 
No costly furring of walls or ceilings. Risers can be pre-cut, 


all one size, in shop. 
“METRO” costs less to operate. 


Heat supply and demand are always in perfect balance because 
“Metro” uses a continuous flow of steam at variable sub- 
atmospheric pressures and temperatures that vary automati- 
cally with outside weather. No need for tenants to turn radiator 
valves on and off . . . their rooms are automatically maintained 
at peak comfort. 


SEND FOR FREE BULLETIN 


For complete information about 

economical “Metro” single-riser 

heating, write today for your copy 

of Bulletin 2101-5,C. A. Dunham | gpp“ 
Co., 400 W. Madison St., Chicago NAL Mtag- 
6, Ill. In Canada: C. A. Dunham : 

Co. Ltd., Toronto. In England: 

C. A. Dunham Co. Ltd., London. 


“METRO” costs less to maintain. 


No radiator traps and valves in occupied spaces. Single trap 
at bottom of riser in basement can be serviced without dis- 
turbing tenants. No small radiator fittings to break down. 


*Variable Vacuum. 
CONVECTOR RADIATION, BASEBOARD RADIATION í oi 4 FIN-VECTOR RADIATION 


UNIT HEATERS PUMPS, TRAPS, VALVES 


HEATING SYSTEMS AND EQUIPMENT 


'A hyperbolic funnel con- 
tains the light and directs 
it at a polished disc. The 
pitch of the reflector is al- 


tered by moving the cork- 


balled rods. 


The gray metal bonnet’s height 
and angle are adjusted by squeez- 
ing the short legs together and 
moving them up or down the 
stem. Fins on the shade control 
light spill. The lamp also may be 


used as a wall fixture. 


The diminutive floor lamp utilizes an ingenious magnetic 


ball and socket joint. Its main stem passes through the 


ball at an angle so that the lamp may be pushed genily 


to almost any position. For added flexibility, the plastic 


shade is attached to a swivel socket. 


258 


Two independent elements make 
up first prize winning table lamp: 
an 8%" high brass husk and a per- 
forated paper cone on a tripod. 
For diffused light, the cup is set 
directly beneath the cone. Light 
reflected from the shallow cone’s 
foil undersurface may be regulated 


for reading by shifting the cup. 


This inexpensive ($13) lamp’s 
opaque paper shade rests on three 


wood legs for direct light, is re- 


versed for indirect. 


REVIEWS 


LAMP DESIGN COMPETITION features 
fanciful flexible fixtures for contemporary 
homes, 


Two years ago in a Retailing Daily interview 
Architect Marcel Breuer answered a query about 
the absence of lamps in his House in the Garden 
(THe Macazine or Buivpinc, May, *49) with 
the remark that light and lighting fixtures had 
to be designed into structure and that there were 
no portable lamps suitable for contemporary 
architecture. Lamp Designer and Manufacturer 
Yascha Heifetz (no relation to violinist Jascha) 
wielded a white glove across the trade paper’s 
columns a few days later and soon after, the two 
adversaries met in formal debate. In the friendly 
verbal battle, Heifetz was dramatic, Breuer 
academic. Beneath the polemics were agree- 
ments in theory, disagreements in practice. 
Heifetz brooded over the impasse and, being a 
good businessman as well as a good sport, ap- 
proached the Museum of Modern Art last year 
with an idea for a lamp competition: The lamps 
were to be portable and use incandescent bulbs. 
Because the retail market revealed a 7-to-2 ratio 
of table lamps over floor models, the prizes would 
be arranged accordingly. This above all—the 
lamps would be utilitarian and good looking but 
must not disturb the tranquil eloquence and line 
of contemporary homes. Heifetz agreed to put 
up the ante and manufacture several of the win- 
ning designs; the Museum could select the judges 
and exhibit the results. One of the first chosen 
for jury duty was Marcel Breuer. Others on the 
panel were Architect Philip Johnson, THE Mac- 
AZINE OF Buripine’s Peter Blake, the Museum’s 
director Rene D’Harnoncourt, department store 
buyer Louise Dunbar, designer and lighting en- 
gineer Richard Kelly, and Mr. Heifetz. 

Last month the contest results were on display 
at the Museum and in department stores (in- 
cluding three Macy’s). The rod-legged lamps 
should be at home with current, space-conscious 
furniture. 

The jury apparently deemed flexibility essen- 
tial to good lamps and; in some, esthetics 
might have been sacrificed for gymnastics. Al- 


(Continued on page 264) 


Four 15 x 8" panels, two yellow and two gray, are 
pivoted on metal rods to control the amount and 
direction of light from the plastic cylinder within. 
The-lamp will sell for $23.50. 


GOOD BRICKWORK = GOOD DESIGN + GOOD WORKMANSHIP + GOOD MATERIALS 


FULL HEAD 
JOINTS, WITH 


HELP PREVENT 


LEAK Y WALLS 


WE SUGGEST THAT— 


Plenty of mortar should be thrown on the end of the All head joints in both face brick and 
brick to be placed. The brick should then be pushed back-up work should be completely filled 


with mortar. If head joints are not com- 


into place, so that mortar oozes out of the head joint. 


pletely filled, water may penetrate to the 
inside of the wall through openings in the 
joints. Dabs of mortar spotted on the 
corners of the brick are not nearly 
enough to fill the joints. 


ake a look at the two examples shown at 
Ta left, and you'll instantly see why full 
head joints are an essential part of good work- 
manship in bricklaying. 


No mortar material alone, not even Brixment, 
can make watertight masonry walls, so long as 


open crevices and pockets are left in the mortar 
joints. 

Brixment mortar makes it far easier for the 
bricklayer to do good work. It is smooth and 
plastic — so soft and workable that the brick- 
layer can use enough mortar to fill the joint, 


and still “place” the brick easily and accurately 
to the line. 


Brixment mortar has greater plasticity, higher 
water-retaining capacity and bonding quality, 
greater resistance to freezing and thawing, and 
freedom from efflorescence. Because of this 
combination of advantages, Brixment is the 


When dabs of mortar are spotted on the corners of ° 
the brick, the mortar does not completely fill the leading masonry cement on the market, 


head joint, and voids are still left, 


LOUISVILLE CEMENT COMPANY, Incorporated, LOUISVILLE, KENTUCKY 


aL OC ww ee „a OBTTITI OMIA ere ACOA 


fabric YOU CAN DEPENDON p% | 


specify wall coverings Fee J l 


for Buildings LIKE THIS 


DEEP LII LIP TREADS ` 


ABRASIVE 


BONDING 
CEMENT 


Servicised Deep Lip Safety 
Treads are made of a 
tough, resilient rubber com- 
pound in which Norton 
Alundum aggregate has been securely embedded throughout the 
wearing surface. Easily applied to any surface—old or new. Deep 
Lip Safety Tread is 1⁄4” thick by 3” wide, and comes in lengths 
up to 84” or less. Lip depth I'4”. Available in Buff, Gray, 
Green, Red or Black. 


Write for Samples, prices and complete details 


SERVICISED PRODUCTS CORP. 
6051 W. 65th Street © Chicago 38, Illinois 


YMCA, Lansing, Michigan—one of 
many public buildings decorated 
with Wall-Tex Fabric Wall Coverings. 


In public buildings—for rooms or corridors where there’s heavy l 


traflic—wherever wall decoration may get hard use or abuse— 


specify Wall-Tex fabric wall coverings. Wall-Tex is styled for H OW TO AVO | D 
modern beauty—and it’s sensible decoration, too, The Wall-Tex 
base of sturdy fabric protects against scuffing, strengthens the C 

walls, controls plaster cracks. Wall-Tex colors and finishes are 0 $ T LY M l S TA K E S I N 
waterproof and safely washable, time after time. Investors, man- 


agers, buyers and tenants for every type of building welcome | FO 0 D S E RV l CE P LA N N l 4 G 


these Wall-Tex service features. Mail coupon for File Folder 


which contains technical data, full information, sample swatches. | 


Architects and food service operators must make the 

Z i WA L Je j $ X right decision on a host of important details in plan- 
fabrie wall coverings ning any food service operation. Facilities that are 

out of balance with menu, type of service or volume; 
a layout that unnecessarily increases labor cost, poor 
choice of equipment—these are just a few of the fac- 
mutse tors that make the difference between success and 
failure. Many of them are explained in detail in our 
new FREE booklet “3 Steps to Food Service Success.” 
This authoritative booklet is based upon 30 years of 
planning food service projects. It may help you save 


new FREE file folder 


er A thousands of dollars when planning or remodeling 

any type of food service establishment. It’s FREE. 

Columbus Coated Fabrics Corporation i Write today for your copy of “3 Steps to Food Service 
Dept. AF-41, Columbus, Ohio Success.” 


Send your new File Folder on Wall-Tex and Sample Swatches. 


— FRED SCHMID ASSOCIATES 
he 
tee m 8480 BEVERLY BLVD., LOS ANGELES 48, CALIFORNIA 
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IREFRIGERATOR DRYER 


Albert Balch knows building. He 
knows buyers. He knows how to 
give prospects the value that they 
want. That is why his building 
operation shows a rapid, steady 
growth. Knowing values, he uses 


YOU CAN BE 


ELECTRIC SINK 


Westinghouse Appliances. It is a 
name people know and respect. 
It builds business for him. It can 
do the same for you. 4MOB 


WESTINGHOUSE ELECTRIC CORPORATION 
Electric Appliance Division e Mansfield, Ohio 


LAUNDROMAT 


VENT FAN 


WATER HEATER 


Architect: D. A. Bohlen, 


Indianapolis 


WATER HAS ITS PLACE... 
BUT NOT IN MASONRY WALLS! 


Cabot's Waterproofings keep water out of exterior masonry 


walls — prevent costly damage to interiors . . . .stop un- 
sightly efflorescence. 
Cabot’s Waterproofings penetrate deeply .. . give lasting 


protection under severe exposure. 


Specify Cabot’s Clear Brick Waterproofing for Red 
Brick and dark colored masonry. 


Specify Cabot’s Clear Cement Waterproofing for 
Cement, Stucco, Cast Stone and all light colored masonry. 


WRITE for samples of Cabot’s Waterproofings and complete 
information. 


Samuel Cabot, Inc. 


430 Oliver Bldg., Boston 9, Mass. 


Johnson Burners give you more 
usable heat from every gallon of 
oil that you buy. Why? Because 
they capture and utilize an ex- 
ceptionally high percentage of 
STORES \ the heat generated in combustion. 

\ This extra “efficiency” is the 
PUBLIC \ product of 48 years of oil-burner 


BUILDINGS ' \ research and “know how.” It is 


Jonnson BuRNERS ° 


really SAVE Qi 


N 
Pa HOMES, 
HOSPITALS `, 
HOTELS \ 
FACTORIES 4 


\ paying off in homes, skyscrapers 

- wherever \ and industries all over the nation. 
dependable i It can save fuel oil and money 
automatic heat ; for you. Let your Heating Engi- 
is needed! } neer or your nearest Johnson 
Dealer show you why and how. 


S.T. JOHNSON CO. 


940 Arlington Ave. 
Oakland 8, California 


401 No. Broad Street 
Philadelphia 8, Pa. 


262 architectural FORUM april 1951 


So. worue ADAMS-RITE 


nsTALLATION 


THE NEW MIRROR BUILD 
ING, LOS ANGELES. 


Rowland H. Crawford 
Architect, uses Pittsburg! 
Plate Glass Company 
“Herculite” doors—all o' 
them equipped with 
Adams-Rite Series 0161 
horizontal locks. These 
locks can be used in any 
tempered glass door, top 
ity l a or bottom channel. They 
AERE E" "r rorie wil £ take the place of 2 locks 
Baie y Ka a and are available with 
single or double bolts 
and 1 or 2 cylinders. 


Write for catalog. 


QUALITY HARDWARE FOR WF, over Hate A CENTURY 


ADAMS-RITE MANUFACTURING CO. 


540 WEST CHEVY CHASE DRIVE, GLENDALE 4, CALIFORNIA, U. S. A, 


FOR AN EFFICIENT 
HOSPITAL PHARMACY 


=| face ea 


roo roo 
sala idle 


ayy 


Top Units No. 20 
Base Units No. 1 


The Grand Rapids Sectional System is as important 
to the hospital as is the operating room, or any other 


physical equipment. 
e 


NOW AVAILABLE FOR PROMPT SHIPMENT!!! 
e 


A booklet devoted entirely to Prescription 
Room equipment is yours for the asking. 


GRAND RAPIDS STORE EQUIPMENT CO. 


HOSPITAL PHARMACY DIVISION - GRAND RAPIDS 2, MICH. 


stomen 


says builder 


BOB WELLER 
of Battle Creek, Mich. 


RAE 


®This is the kitchen of the home built by Weller Brothers for 
Mrs. Lloyd Gastian. Like so many other homemakers, she prefers 
an Electric Range, because it’s so convenient and dependable. 


@During the past year, the Weller Brothers have built 20 custom- 
built houses, and nearly as many more ona speculative basis. The 
one shown at left includes, with its other electrical conveniences, 
an automatic Electric Range. 


@ “Whenever possible, our homes include Electric Ranges along with other LUE 


electrical equipment, under a package mortgage plan,” says Mr. Weller. “We 


find sales much easier that way, and the customer is satisfied not only when he VUR HOUSES MITH 


moves in, but remains that way for years.” 
Aa 


Electric range cooking is a real selling feature, because it’s clean, cool, ELECTRIC wie 
economical and fully automatic. RANGES 


Are you giving your home buyers what they want—automatic Electric Ranges? 


ELECTRIC RANGE SECTION, National Electrical Manufacturers Association 
155 East 44th Street, New York 17, N. Y. 


ADMIRAL »* COOLERATOR e CROSLEY e DEEPFREEZE • FRIGIDAIRE e GENERAL ELECTRIC + GIBSON 


HOTPOINT + KELVINATOR e» LEDO » MONARCH + NORGE « PHILCO e UNIVERSAL » WESTINGHOUSE POL Ah Ae RR S| 
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REVIEWS 


most all of the winners featured a gimmick—a 
screw, pivot, clamp or hinge—which would raise 
or lower the lamp or change its function. So that 
Museum visitors could experience the lamp’s 
multiplicity, a table of duplicate models was 
available for puttering. 

There was a dual denouement to the competi- 
tion: 1) Not one of the models resembles Hei- 


The classic Greek key inspired the car- 


fetz’s own line of ceramic and wood statuary 
lamps: 2) Breuer has ordered several of the new 
lamps for his clients——M.N.G. 


pet design which took first prize in the 


carpet contest, 


ENGINEERED FIRE SAFETY 


No longer must you sacrifice the beauty of modern interior 

design ın order to have absolute fire safety Newly developed 
Wilomalé 400” Ceiling Sprinklers provide two kinds of appeal— 
beauty and protection. They're designed to blend perfectly with the 
most tastefully arranged interior, whether office, retail establishment, 
restaurant or public building. And—they provide ceiling visibility, 
unlimited—are practically unnoticeable, yet, are ready to combat fire 
whenever called upon to do so. 


Finished in finely polished bronze or chrome, omalit’ 400” 
Ceiling Sprinklers project less than one inch below the ceiling surface. 
They are easily installed in new buildings and may be used in re- 
modeling any type of occupancy where piping for the existing 
sprinkler system has been concealed. 


Full paruculars on the (ilomalit’ 400” Ceiling Sprinkler are avail- 
able through our nation-wide network of district representatives or 
you may write direct for descriptive literature, 


N a 


Plan a "disappearing act” for your fire protection with wat E 


` r $s mee * Automatic 400" 
Milomali’ 400” Ceiling Sprinklers. Ceiling Sprinkler gy 


“Automatic” Pendant 


“AUTOMATIC” SPRINKLER CORPORATION OF AMERICA Sprinkl 
TINnKleT 


YOUNGSTOWN I, OHIO 
AA e 


Ae o 
FIRST IN FIRE. PROTECTION 
DEVELOPMENT a ENGINEERING | MANUFACTURE . INSTALLATION 


OFFICES IN PRINCIPAL CITIES OF NORTH AND SOUTH AMERICA 
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CARPET DESIGN CONTEST draws geo- 
metric doodles, few hearts and flowers 

Like lamp manufacturer Heifetz, carpet distribu- 
tor Arthur Fleischman felt that fresh stimulus 
was needed in structural accessories. In this 
field, solid color broadlooms were strong sellers 
but decorators and architects shied past the 
hackneyed florals which dominated the patterned 
rugs on the market. To meet the demand for 
good contemporary patterns and to provide in- 
centive for designers. Fleischman sponsored a 
carpet competition which was administered by 
the Detroit Institute of Arts. The idea was truly 
commendatory and certainly should receive 
bravo’s from the building industry. The results, 
announced last month, were not completely sat- 
isfactory. Of the 1,200 entries submitted by pro- 
fessionals and students the jury selected three 
winners and five honorable mentions. Four fac- 
tors were considered: overall design; general use 
(for home, institution or movie lobby—a difficult 
criterion because of varying demands in scale) ; 
ease of production; and probable acceptability 
by the public. One hundred were picked for ex- 
hibit at the Institute and soon will be touring 
other museums throughout the country. 

The prize winners were selected from the rela- 
tively few conceptions which were actually de- 
signs for carpets. The majority were motifs for 
wallpapers and drapery fabrics. One, a wash 
rendering of a diagonal plaid in gray and white, 
is translatable only in silk chiffon. Some make 
charming abstractions if confined to a modest 
square yard but cannot take large scale multi- 
plication. Others that will lie down and behave 
like floor materials are more adaptable to lino- 
leum than to textured coverings. Several that are 
distinctly textural can be reproduced faithfully 
only on handlooms. It was evident that a good 
carpet is not easy to design. More than any 
other item of furnishing a carpet has to act as 
mediator for a room. It must be approachable 
from all directions and must stay “underfoot.” A 


monotone is the simplest answer; a livable pat- 
tern, a challenging problem.—M.N.G. 


Sah MEDICAL 
i | EQUIPMENT 


CAFETERIA EQUIPMENT 


AR 


pa 


MAINTENANCE 
EQUIPMENT 


` LIGHTING 


2 2 t i E- | AIR CONDITIONING 
ee i = = ® = | EQUIPMENT 


\ | | BUSINESS 
j | MACHINES 


WATER COOLERS 


demand modern circuit breaker panelboard protection 


For every new commercial building, there are 30 
others that need electrical modernization. Why? 


neutral bar extension on distribution boards, 
sequence phasing and circuit identification on 


New, room air-conditioning units, lighting sys- 
tems, business machines, medical equipment put 
unforeseen loads on electrical distribution systems. 

Westinghouse Circuit Breaker Panelboards as- 
sure maximum protection against dangerous over- 
loads and outages, against costly, embarrassing 
service interruptions—and your building is safer. 
Proved Westinghouse Circuit Breakers eliminate 
the possibility of dangerous over-fusing. Cut 
maintenance expense, too—in restoring power, 
when trouble has been removed from the line, 
there is nothing to replace. 

You can save up to 25% in installation time and 
cut job costs through such features as built-in 


lighting boards. 

Westinghouse Panelboards provide maximum 
adaptability for future unpredictable load demands. 
Change-overs are rapid, economical. 

When you modernize or build, Westinghouse 
Panelboard specification assures quality —Be Sure! 

Ask for our new booklet “Panelboard Planning”. 
Write Westinghouse Electric Corporation, P. O. 


Box 868, Pittsburgh 30, Pa. J-93465 


you can BE SURE.. iF irs 


Westinghouse 
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TOCH CITY 
still growing... 


Herry G. Lindsay, The E. & F. Construction Co ie 
B hiféct Bridgeport, Conn:—General G 


SINCE 1846. 
Van 


... still protecting 


This new member of Toch City carries on a tradition 
of 103 years of marketing dependable products and 
providing reliable service to the Building Industry. 


You can count on a Toch R.I.W. product to contribute 
to building permanence and attractiveness . . . that 
is why R.I.W. Toxmix Integral Liquid, R.I.W. Red 
Metallic Floor Hardener and R.I.W. Toxkure Concrete 
Curing Compound were used on this outstanding 
structure. 


All R.I.W. products are quality designed and con- 
servatively recommended after years of proved field 
performance. 


Remember—Toch R.I.W. products are your assurance 


of more years of better protection and finer 
appearance! 
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SPECIFICATION AN 


The advertising pages of The Magazine of BUILDING are the 
recognized market place for those engaged in building. A 
house or any building could be built completely of products 
advertised here. While it is not possible to certify building 
products, it is possible to open these pages only to those manu- 
facturers whose reputation merits confidence. 
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=m Leor- Proof 


ALUMINUM 
NAILS 


SAVE $25 TO $40 
PER HOUSE 


Aluminum Nails are economical in many ways. 
For only an additional cost from $1.80 to $3.00 
more than common nails, the elimination of 
countersinking and puttying (approved by the 
FHA) will give you an extra saving from $25 
to $40 per house. In addition, a longer paint- 
life is assured since aluminum nails will never 
cause unsightly rust streaks or stains on the sur- 
faces to which they are applied. Home owners 
like this protection against the frequent costly 
repainting of the exterior of their houses. 


Since their introduction to the building trade 
five years ago, over 8,000,000,000 Nichols 
“Never-Stain” Aluminum Nails have been sold 
— a tribute to their rapidly increasing popu- 
larity and acceptance. 


NOW CONVENIENTLY PACKAGED 


‘Never-Stain” Aluminum Nails in a wide range 
of types and sizes are now available in “pack- 
aged for the job” containers and in 50 1b. car- 
tons. Aluminum Nails are etched for greater 
holding power. They are clean, strong and easy 
to drive. 


PACKAGED IN 12 DIFFERENT TYPES 
IN ALL POPULAR SIZES 
Sinker and Casing Head Wood Siding Nails, 
Cedar Shake and Shingle Nails, Asbestos and 
Insulated Siding Nails, Gypsum Lath Nails 
and Standard Shingle Nails. Also Roofing 
Nails with plain shank or screw grip with or 
without neoprene washers, Write for com- 
plete descriptive circular of types and sizes. 


Insure the beauty of your exteriors by speci- 
fying Nichols ''Never-Stain'' Rust-Proof Alum- 
inum Nails for exterior wood construction. 


NICHOLS WIRE & ALUMINUM CO. 


GENERAL OFFICES - DAVENPORT, IOWA 

© Battle Creek, Mich. 

South Deerfield, Mass. © Oakland, Calif. e 
Cincinnati, Ohio © Seattle, Wash. 
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WATERFILM BOILERS, Inc. 


A Division of L. O. Koven & Bro., Inc. 
154 Ogden Ave., Jersey City 7, N. J. 


Plants: Jersey City, N. J. 


268 architectural FORUM april 1951 


. 


Dover, N.J. 


SPECIFICATION AND BUYING INDEX 


OBrien (Conparatieti, TRE: <..0csciasaiace aces warerotevevasrece's 0 usa 222 
Otis; Elevator Compan ccc so nenuwaees «ae Saga E eE 33 
Overhead Door Corporation.................0cc0ee00e Cover IV 
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Parkar [nts euei arpaan rarnana ani 608 86 
Peele Company, Th erreren aa A suman 42 
Pellesnmi & Cudahy. serceosserra ne E E EAAS 250 
Pittsburgh Corning Corporation................00eeeeeees 78, 79 
Pittsburgh Plate Glass Company.............-...000000- 218, 235 
Peete Mik, Coie, .s:a sities: everoinim anniek NA sa ene siavats 232 
Portland Cement Association. ............000eeceeceeeeeees 171 
Powers Regulator Cos THE « ccssesiias ccce-sémarnsice ea weseine 16A 
Pratt $ Lambert; Esri ds aiesivayanersveve o:9.0vevaraneneoesy. 00% aaan 185 
Prefabricated Home Manufacturers Association............. 72 
Revere Copper and Brass, Ines. i resnssiirsssamneersr ensais 71 
Rexall Drug Co. (Fred Schmid Associates) ........0-020000% 260 
Robertson, H: H, Company... .cccesis cose ss cence est secure IV 
edd: Phmood. Goas ossc00sccmeis Sa ESEA 230 
Rowe Manufacturing Company..................--e00eeee 169 
Ruberoid Company, The.............0. ccc ce ceececccseuaee 27 
Russell & Erwin Div. (The American Hardware Corp.)...... 96 
Sargent & Company............c.ccceecuucesccccccecueus 65 
Sabieber MER CGie..caeesesnscsasnayaaiaiales acvamiia vedas nateeec 233 
Schlage Lock Company.............0.ccceeccucccccucece 69 
Schmid, Fred, Associates (Rexall Drug Co.) ......0000-0205- 260 
Serval, MEG scans seers, © 0 gaen E Ra ome. AARE 4,5 
Servicised Products Corp.........00.0.ceceecuccucuesevces 260 
Simpson Logging Company... .......0..0.0ccceceecececees 73 
Smith, Alexander-Masland, C. H..........0.0c00ccceece eee 255 
Smitheraft Lighting Div.......0..0 000.0. c cece cee cecuceccuce 190 
Standard Dry Wall Products, Inc............cceceececceee. 224 
Stanley Works, Theisene «25 £0525 aiciyae.a esau dumctiomen os ocon 26 
Stewart Hartshorn Co.........0.0. 000 cece cece ceeececeeses 256 
Stran-Steel Division (Great Lakes Steel Corp.) ............. 80 
Structural Clay Products Institute...........0.0.0.0ecec0-. 243 
SUM CAEP. xia si Sisesseunainn aE NERE 15 
Sun-Sash Company siirsi.. sacair renhe nie. aade 188 
Sylvania Electric Products, Inc..........0.ececcccececucecs 209 
Tile Council of America...............ccccececceceveeees 67 
Topi Boom Tin race 550k entran TAE E aA 266 
Tineo Gompsin Dibaoe aca s racemes ai a sma a 207 
Trinity Portland Cement Cos. :ccasidsccacaasmersesevecncaa Q50 
Truscon Steel Company's «ois cijeciccg ass csnmmneaessa% vviceeae 87 
Typhoon Air Conditioning Co., Inc.......... 0.00... e ee eee 182 
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United States Gypsum Co..............0.ce cece eens 68A, B, C, D 
United States Plywood Corporation..................36, 226, 236 
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United Steel Fabricators, Inc............0.00000cee eee ee es 232 
United Wallpaper, Dites 10s sas caicees iers kreem nr an 238 
Viking Corporation, The..............0. ccc cceeceecceeeecs 223 
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Wakefield, Fo Wa Brass: Con Theicc sence uancceiccascacasa 192 
Walworth Company: vices ue ovsunawsiacierneaeesaaaéawa soa aae 44 
Wasco Flashing Company..........--.....0.eeceeeeueeeee 210 
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Waina LOGE COG. sys aia: e ns aE a Meals alaiucs E 97 
Weis, Henry, Mfg. Co., Inc......0..0..:ceceeeccccccccccacs 70 


Westinghouse Electric Corporation 
51, 63, 68, 84, 85, 248, 249, 261, 265 


Wheeling Corrugating Company..........................22, 23 
Wood Conversion Company..........0....0cceeceeeeeeucce 225 
Wiood-Mosai¢e Co., Ine... < .1sccccnwins ci saesvaarma ss saa enue 86 
Worthington Pump and Machinery Corporation............. 30 
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Dedicated to Health 


The UPJOHN COMPANY=— one of the world’s foremost 
Manufacturers of Pharmaceuticals — selected and installed 


Putte Stainless Steel Equipment 


stn . 7 == Illustrated here are just a few of the many 


| | 


i 31 à i installations in this—one of the world’s most 
modern plants dedicated to the health of 
the nation. 

JUST Line precision built stainless steel 
sinks and counter tops embody in their design 
and construction the most modern ideas in 
utility, durability and efficiency. Because of 
its acid-stain-and-rust-resistant surfaces, 
JUST Line stainless steel equipment assures 
the utmost in sanitation and low mainte- 
nance cost. 

Leading architects and engineers recom- 


mend and specify JUST Line stainless steel 


equipment because they have learned from 
long experience that they can depend upon 


it to give perfect satisfaction. 


Send us your Specifications 


ASS a i 4610-' 20 W. 21st Street, Chicago 50, Illinois 
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UNHARMED BY BOILING 
WATER, ALCOHOL, FRUIT 
ACID, CLEANING ALKALIES 


7 sage 
agit PAE RN 


soca 


LASTS FOR 
YEARS AND YEARS 


CLEANS WITH DAMP CLOTH 


MORE THAN 

60 CHEERFUL 
COLORS-NEVER 
NEEDS PAINTING OR 
REFINISHING 


ITS WARM~1TS SMOOTH 
WONT CRAZE OR CRACK 


“Just as good" is a fable 
Look for the label. 

Insist on genuine 
Beauty Bonded Formica. 


Kitchen, David Greggory home, Encino, Cal. 
William Alexander, B. Arch.-Designer, L A., Cal. 
Wallace Stege, Cabinetmaker. 


sink and cabinet tops 
are the heart of a colorful kitchen 


FOUR REASONS WHY IS YOUR BEST BUY! 


Only genuine Beauty Bonded Formica has: 1. Newest and largest selection of... 
2. Clear, clean, unclouding color patterns with... 3. Super-smooth, blemish-free 
cabinet maker's finish from... 4, Thirty-seven years continuous production experience. 


Write for free color literature showing how Formica can brighten CR ER 
u + ms . ~ Guaranteed by @ 

your home. Look under “plastics” in your classified phone book for the Good Housekeeping 

Formica fabricator nearest you. If you fail to find one listed write tas aovennso 1 


Formica, 4631 Spring Grove Ave., Cincinnati 32, Ohio. 


